





4 























Completely American equipped washroom in laundry 
department at Frances Schervier Hospital, with three 
all-Monel metal NORWOOD CASCADE Washers and two 
under-driven extractors. 








Ask for 
a Canadian 


hanetey Before construction began on 

the new Frances Schervier 
Hospital, New York City, 
provisions for always main- 
taining an adequate supply of 
clean linens at minimum cost 
were drawn right into the 
plans. 


It was our privilege to submit 
complete recommendations 
for handling the hospital’s 
soiled linens most economi- 
cally, and returning them to 
service on shortest possible 
schedule. Our preliminary 
service included a carefully 
worked out layout of the pro- 
posed laundry department. In 
line with our recommenda- 
tions, the high production 
equipment pictured on this 
page was installed. 


Whether yours is an entirely 
new institution, or a moderni- 
zation of present facilities, 
our helpful Laundry Advis- 
ory Service is offered without 
cost or obligation on your 
part. We invite you to take 
full advantage of it. You have 
only to write. 


THE CANADIAN LAUNDRY MACHINERY COMPANY LTD.., 47-93 Sterling Road, Toronto, Ont. 




















A PEACETIME DEVELOPMENT— 
ASSIGNED A MAJOR ROLE IN WARTIME 








wa introduced a few years ago, the G-E 
Photo-Roentgen Unit was acclaimed a most 
practical solution to the problem of conducting mass 
x-ray chest surveys economically—yet efficiently. For 
this unit, by the method of direct photography of 
the fluoroscopic image, made it feasible to use 4 by 
5-inch instead of 14 by 17-inch films—at about one- 
tenth the material cost! 


That hospitals, tuberculosis associations, city, county, 
and state health departments had long awaited this 
development, was soon evident, for today G-E 
Photo-Roentgen Units are fulfilling important as- 
signments in all sections of the country. 


And, as though this development had been timed 
for war-time service, G-E Photo-Roentgen Units 
were installed in scores of induction centers shortly 
after the Selective Service Act became effective. Thus 





the U.S. Army Medical Department was quickly 
provided with a practical method for obtaining re- 
liable radiographic records of millions of men— 
upon entering, likewise upon their discharge from 
service. 

Interesting are the predictions of how medical science 
will further extend the use of these facilities in the 
peacetime to come, with results ultimately benefitting 
all walks of life. 


Thus the considerable time and effort which a devel- 
opment of such far-reaching possibilities involves, 
again has proved fully justified. 


VICTOR X-RAY CORPORATION of CANADA, Ltd. 


DISTRIBUTORS FOR GENERAL CQ) ELECTRIC Y-RAY CORPORATION 


TORONTO: 30 Bloor St,, W.- VANCOUVER: Motor Trans. Bldg., 570 Dunsmuir St 
MONTREAL: G00 Medical Arts Building - WINNIPEG: Medical Arts Building 
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EXTERMINATES / 


No hospital or institution —large or 
small—need tolerate roaches. They are 
a menace to cleanliness and health. 


will rid your kitchens, store rooms, 
lavatories—all places where this pest 
is found—and do it with little effort 
and no discomfort to humans. 


Roach Bane is odorless, stainless, 
effective! 


Sprinkler Top Cans $8.40 a dozen 
5 Ib. Pkgs. $ 3.50 10 Ib. Pkgs. $ 6.50 
25 Ib. Pkgs. $13.00 50 Ib. Pkgs. $25.00 


Use in a No. 663 Cadet Duster there is 
nothing more effective. 
Price of Duster 50c. 


Order today from 
your nearest Hygiene Branch. 


a> 0 
4% * 





Hygiene E Products 


LIMITED 
Montreal . Toronto 
Halifax Saint John Quebec Ottawa Kingston Hamilton 
Windsor Fort William Winnipeg Calgary Vancouver 
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Canadian Hospital Council 
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Subscription Price in Canada, United States, Great Britain 
and Foreign, $2.00 per year. Additional subscriptions to 
same hospital, each $1.00. 

Authorized by the Post Office Department as Second Class 
Matter. The Canadian Hospital is published monthly by 
The Canadian Hospital Publishing Co., 57 Bloor St., West, 
Toronto, Ontario. 
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Safe - Convenient 





SAFER than non-boilable catgut because heat-sterilized after the 
tubes are sealed . . . tubes may be boiled or autoclaved to assure 
absolute asepsis of their outer surfaces. 


MORE CONVENIENT because adaptable to any operating room tech- 
nic . . . quickly prepared for use, as required, along with instruments 
or dressings . . . flexibility readily controllable to any degree. 


These advantages, always important, assume special significance today 
when surgical personnel and facilities are under extraordinary pressure. 


«(i= Boilable Catgut 


Claustro-thermal Sterilization is an Exclusive Davis & Geck Process 
OBTAINABLE FROM RESPONSIBLE CANADIAN DEALERS 
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The 
Macmillan Company 


OF CANADA LIMITED 
70 Bond Street - - Toronto, Ont. 


MAY PUBLICATION 





A Canadian Text for Canadian Nurses 


MATERIA MEDICA FOR 
NURSES 


By 


Dr. Velyien E. Henderson, M.A., M.B., F.R.S.C., 
F.R.C.P. (Canada) 
Department of Pharmacology, University 
of Toronto, 


and 


Miss Winnifred L. Chute, R.N., 


School of Nursing, University 
of Toronto 


Stress is laid throughout on the 
physiological significance of the sub- 
ject and both nomenclature and 
dosages are those familiar to Cana- 
dian practice. Beautifully illustrated 
with original line drawings set in 
clear Caslon type. Bound in green 
cloth with gold stamping. 


Price $1.50 


Gfpucntllar 




















Canadian Hospital Council 


The Federation of Hospital Associations in Canada in co- 
operation with the Federal and Provincial Governments and the 
Canadian Medical Association. 


EXECUTIVE OFFICERS 


Honorary President: 


THE HONOURABLE IAN MACKENZIE, Minister cof Pensions and 
National Health, Ottawa. 


Honorary Vice-President: 
F. W. ROUTLEY, M.D., National Director, Red Cross Society, Toronto 


President: 


GEO. F. STEPHENS, M.D., Superintendent, Royal Victoria Hospital, 
Montreal. 


First Vice-President: 
HERBERT G. WRIGHT, Halifax, N.S. 


Second Vice-President: 
A. K. HAYWOOD, M.D., Superintendent, Vancouver General Hospital 


Executive: 


A. F. ANDERSON, M.D., Superintendent, Royal Alexandra Hospital, 
Edmonton. 


J. H. ROY, Esq., Superintendent, Hépital St-Luc, Montreal. 


Secretary-Treasurer: 


HARVEY AGNEW, M.D,, Secretary, Department of Hospital Service, 
The Canadian Medica! Association, 184 College St., Toronto. 


EDITORIAL BOARD 


HARVEY AGNEW, M.D., Torontc, 


EDITOR 
R. FRASER ARMSTRONG, B.Sc., Superintendent, Kingston General 
Hospital. 
MISS PRISCILLA CAMPBELL, Superintendent, Public General Hospital, 
Chatham, Ont. 


BRUCE CHOWN, MD., Superintendent, The Children’s Hospital of 
Winnipeg, Winnipeg, Man. 


A. K. HAYWOOD, MD., Superintendent, Vancouver General Hospital 
S. R. D. HEWITT, M.D., Superintendent, Saint John General Hospital 
R. LAPORTE, Esq., Superintendent, Hépital Notre-Dame, Montreal. 
MISS A. J. MacMASTER, R.N., Superintendent, Moncton Hospital. 
MISS EDNA M. RAYNOR, Saskatoon (Dietetics Editor). 


PUBLICATION COMMITTEE 


A. J. SWANSON, Superintendent, The Toronto Western Hospital, 
CHAIRMAN 


J. H. W. BOWER, Superintendent, Hospital for Sick Children, Toronto. 


GEO. A. MacINTOSH, M.D:, Superintendent, Victoria General Hos- 
pital, Halifax. 


CHARLES A. EDWARDS, Business Manager, The , Canadian Hospital 
Publishing Co., 57 Bloor Street West, Toronto. 
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ecalled to service! 


WARTIME EMERGENCY again calls for the 
strength and support of every citizen . . . drafts- 
men... engineers .. . workers . . . nurses and 
doctors... , 
From every field and profession, Canadians are 
answering that call. Doctors who have already 
“served their time” are once again taking up 
arms against sickness and death. And those 
veteran medical men, having already experi- 
enced another such war time emergency, are 
well prepared to carry on in spite of the prob- 
lems of rationing, substitution and conservation. 






















Though medical supplies can free from grit . . . in obtaining-a maximum of 
never be rationed, the nation’s efficient screen life. 





doctors join this national conservation effort. And we at Patterson will do our part to the 
They remember that when many more patients —_ utmost . . . by maintaining the quality of our 
are being handled, procedures are often hast- _ screens... our production quotas... and our 


ened .. . intensifying and fluoroscopic screens _ unqualified devotion to the science of X-Ray 
are more subject to wear. But such wear is diagnosis. 


being postponed by special care in handling THE PATTERSON SCREEN COMPANY 
the screens . . . in keeping them clean and TOWANDA, PA., U.S. A. 


Patterson Screens Gh wih oy 42 


PATTERSON'S FACILITIES ARE DEVOTED 100% TO PUBLIC 
HEALTH AND THE FIGHTING FORCES OF THE UNITED NATIONS 














Executive Officers of 


Canadian Hospital Associations 


and other Organizations Devoted to specialized 


Departments in the Hospital 


Canadian Bospital Council 


President, Dr. George F. Stephens, Royal Victoria Hospital, Montreal 
Secretary, Dr. Harvey Agnew, 184 College Street, Toronto 


Alberta Hospital Association 
President, J. M. Findlay, Red Deer. 
Secretary, Frank Swain, High River. 


Association Catholique des’ Hopitaux Conference de Quebec 
President, Rev. Mother Marie-du-Coeur Immacule, 680 Chemin Ste- 
Foy, Quebec, Que. 
Secretary, Rev. Sister St-Adolphe, Hotel-Dieu de Quebec, Quebec, Que. 


British Columbia Conference of the Catholic Hospitals 
President, Rev. Mother Mary Mark, SSA, St. Ann’s Academy, 
Victoria. 
Secretary, Rev. Sister Columkille, R.N., St. Paul’s Hospital, Vancouver. 


British Columbia Hospitals Association 
President, S. M. Cosier, Royal Inland Hospital, Kamloops. 
Secretary, E. W. Neel, P.O. Box 365, Duncan. 


Canadian Association of Medical Record Librarians 
President, Miss Isobel Marshall, General Hospital, Brantford, Ont. 
Secretary, Miss Lillian Johnson, Hamilton General Hospital, Hamilton, 
Ont. 


Canadian Association of Occupational Therapy 

President, Goldwin Howland, M.D., Toronto, Ont. 

Secretary, Miss Helen P. Levesconte, Psychiatric Hospital, Toronto, Ont. 
Canadian Dietetic Association 

President, Miss Grace Sharpe, Ottawa Civic Hospital, Ottawa, Ont. 

Secretary, Miss Laura Pepper, Confederation Bldg., Ottawa, Ont. 
Canadian Medical Association 

President, A E. Archer, M.D., Lamont General Hospital, Lamont, Alta. 

Secretary, T. C. Routley, M.D., 184 College St., Toronto. 

Department of Hospital Service 

Chairman of Hospital Committee, W. H. Delaney, M.D., Quebec, 


Que. 
Secretary, Harvey Agnew, M.D., Toronto. 


Canadian Nurses Association 
President, Miss Marion Lindeburgh, 3466 University Ave., Montreal. 
Executive Secretary, Miss Jean Wilson, 1411 Crescent St., Montreal. 


Canadian Physiotherapy Association 
President, Miss Margaret G. Finlay, Children’s Memorial: Hospital, 
Montreal. 
Secretary, Miss K. |. McMurrich, Department of Anatomy, University 
of Toronto. 


Canadian Public Health Association 
President, Grant Fleming, M.D., McGill University, Montreal. 
Secretary, J. T. Phair, M.D., Ontario Department of Health, Toronto. 


Canadian Society of Laboratory Technologists 
President, Frank J. Elliott, 286 Victoria Ave. North, Hamilton, Ont 
Secretary, Miss Frances L. Sabiston, Government Building, Barrie St., 
Kingston, Ont. 


Canadian Tuberculosis Association 
President, D. A. Carmichael, M.D., Royal Ottawa Sanitorium, Ottawa, 
Ont. 
Secretary, G J. Wherrett, M.D., Piaza Building, Ottawa, Ont. 


Catholic Hospital Council of Canada 4 
President, Mother M. Margaret, St. Joseph’s Convent, Toronto 
Secretary, Sister M. Berthe Dorais, St. Boniface Hospital, St. Boni- 
face, Man. 





Conference de Montreal de I’Association Catholique des Hopitaux 
President, Rev. Sister Papineau, |’Hopital Notre Dame, Sherbrooke St. 
W., Montreal. 
Secretary, Rev. Sister Mance Decary, |’Hopital Notre Datne, Sherbrooke 
St. W., Montreal, 
Manitoba Association of Medical Record Librarians 
President, Miss Margaret Borlase, Winnipeg. 
Secretary, Miss Corrinne Miron, St. Boniface Hospital, St. Boniface. 
Manitoba Hospital Association 
President, Hon. Robert Hawkins, M.L.A., Dauphin 
Secretary, Ernest Gagnon, St. Boniface Hospital, St. Boniface. 
Maritime Conference of the Catholic Hospital Association 
President, Rev. Sister St. Stanislaus, Hotel Dieu, Chatham, N.B. 
Secretary, Rev. Sister Winslow, Hotel Dieu, Chatham, N.B. 
Maritime Hospital Association 
President, V. A. McMillan, M.D., 152¥%2 Great George St., Charlotte- 
town, P.E.I. 
Secretary, Miss Ruth Wilson, The Moncton Hospital, Moncton, N.B. 
Montreal Hospital Council 
President, J. H. Roy, St. Luke’s Hospital, Montreal. 
Secretary, A. L. C. Gilday, M.D., 2300 Tupper St., Montreal. 
New Brunswick Hospital Aids Association 
President, Mrs. P. N. Woodley, 306 Douglas Ave., Saint John. 
Secretary, Mrs. W. E. Cassidy, Chatham. 
N.S. & P.E.1. Hospital Aids Association 
President, Mrs. W. H. Robbins, New Glasgow, N.S. 
Secretary, Mrs. H. A. McQuarrie, Westville, N.S. 
Ontario Association of Medical Social Workers 
President, Miss Marion Stewart, Toronto Psychiatric Hospital. 
Secretary, Miss J. M. Kniseley, Toronto General Hospital. 
Ontario Conference of the Catholic Hospital Association 
President, Rev. Sister M. Evangeline, Pembroke General Hospital, 
Pembroke. 
Secretary, Rev. Sister M. St. Albert, St. Michael’s Hospital, Toronto. 
Ontario Hospital Association 
President, E. A. Horton, Memorial Hospital, St. Thomas. 
Secretary, F. W. Routley, M.D., 95 Wellesley St., Toronto. 
Ontario Society of Radiographers 
President, Otto Fink, Hamilton. 
Secretary, Mrs. Gladys Cassidy, 166 Walmer Road, Toronto. 
Prairie Provinces Conference of the Catholic Hospital Association 
President, Rev. Sister Beatrice, St. Michael’s General Hospital, Leth- 
bridge, Alta. 
Secretary, Rev. Sister M. Emmanuel, St. Michael’s General Hospital, 
Lethbridge, Alta. 
Saskatchewan Hospital Aids Association 
President, Mrs. E. M. Smith, 1212 Clifton Ave., Moose Jaw. 
Secretary, Mrs. C. C, Gibson, 3320 Pike Ave., Regina. 
Saskatchewan Hospital Association 
President, C. C. Gibson, Regina General Hospital, Regina. 
Secretary, G. E. Patterson, Regina General Hospital, Regina. 
Toronto Hospital Council 
President, A. J. Swanson, Toronto Western Hospital. 
Secretary, M. T. Morgan, Wellesley Hospital. 
Women’s Hospital Aids Association, Province of Ontario 
President, Mrs. O. W. Rhynas, Bayfield. 
Secretary, Mrs. George Houston, 902 King St. East, Hamilton. 
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Your Equipment Is Never 
Too Old!! ... mever too old 
to consider its renovation 


Your Sterilizers may be near the retirement age. Perhaps their 
efficiency does not measure up to that of newer, improved types. 


Castle has the answer! Frequently, with a few alterations, 
older types of Castle equipment which would normally be retired, 
can be brought up-to-date with modern safety features and re- 


conditioned to give good service. 


Write us. Tell us your problem. Advise type and serial num- 
ber of your Castle Sterilizer. If local service is not available from 
factory or through a trained Castle representative, we can advise 
with you and furnish all necessary parts with complete infor- 


mation. 


WILMOT CASTLE COMPANY 
1176 University Avenue Rochester, N. Y. 








“Service Hints” 


This booklet tells many important facts 
that you should know to keep your 
sterilizing equipment operating at top 
efficiency. Experienced maintenance 
men should have it to refresh their 
memuvries. For new men it is indis- 
pensable. Your copy mailed on request. 


ASTLE sTERILIZER 





The Stevens Companies: Toronto, Winnipeg, Calgary, Vancouver; Casgrain & Charbonneau, Ltd.: Montreal 
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Yes, Sin! Theres ue Doult 
Alout &—NEW 


We would strongly recommend, therefore, that your present mattresses 
(regardless of type or manufacture) be given every possible protection 


so that the minimum of replacements will be necessary. 


In the meantime, we can still offer you a limited number of Inner 
Spring mattresses to take care, in part at least, of your emergency 


requirements. 


These Spring-Air Divisions have rendered the hospital field 
an intimate, helpful, money saving service. In experience 
and resources they offer most for you to draw upon in 


handling your mattress problems. 


THE CANADIAN FEATHER & | dad RKHILL BEOOING LIMITED, 
MATTRESS CO. of OTTAWA, LTD. Winnipeg 
692 Wellington St., Ottawa Regina, Saskatoon, Edmonton, Calgary 


VANCOUVER BEDDING LIMITED 
SLEEPMASTER, LIMITED 600 West Sixth Avenue, 


41 Spruce ‘St, Toronto Vancouver 
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Under existing conditions it will be appreciated that all our products are not available for export. 


Represented in Canada by: THOS. FIRTH & JOHN BROWN LTD. 


1619 William Street, Montreal 73 Sumach Street, Toronto 
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ONE ELECTRIC MOTOR 
OPERATES BOTH WASHER 
AND EXTRACTOR 








Low Initial Cost Plus 
Low Operating Cost 
When You Use 


CONNOR 


Equipment in Your Laundry 





Here is a complete laundry washer and extractor 
unit operated by one electric motor mounted on the 
back of the washer. 


No. 3 combination has a No. 3 wood washer, cylinder 
30” x 48”, with a capacity of 55 pounds of dry clothes 
each load. The daily output of this combination is 
about 450 pounds of dry clothes. 


No. 4 combination consists of a No. 4 washer with 
cylinder 36” x 54”, with a capacity of 100 pounds dry 
clothes each load. Daily output of combination is 
about 800 pounds dry clothes. 





The Connor Rapid Tumbler is noted for rapid load- 
ing and unloading action. There is only one door to 
open and close and neither braking nor locating of 
the inside cylinder is necessary, saving much time. 
Ideal for production or pocket work, singly or in 
batteries of several machines, making it possible to 
invest in tumbler capacity only as required. Capaci- 
ties from 20 to 32 pounds per load. 








WASHERS FROM 24 TO 
100 POUNDS CAPACITY 





Write for Complete Catalogue and Price List 


J. H. CONNOR & SON, LIMITED 


OTTAWA _ ONTARIO 


Branches and representatives from coast to coast. 
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WHY NICKEL-STEEL HERE ? 





THE SAME TERRIFIC BLASTS that send heavy shells screaming 
miles through space, hit back on gun barrels and gun 
mechanisms. To withstand these sudden shocks and impacts 
materials have got to be strong and tough. They’ve got to 
stay that way through the heat of the tropics and the 
embrittling cold of the Arctic. 


Additions of Nickel to steel tighten the grain — greatly 
increase strength, impact resistance and wear resistance. In 
guns, tanks, planes, ships—in gears, cylinders, shafts and 
bearings — on war fronts and on industrial fronts, Nickel 
Steels are winning battles against wear and breakage. 


In the present national emergency Nickel and Nickel Alloys 
are available only in accordance with government allocations. 





rs 





NICKEL 
“Z"" NICKEL INCONEL 
MONEL 
““K/‘ MONEL £“’S’’ MONEL 
“"R’’ MONEL ‘‘KR’’ MONEL 









THE INTERNATIONAL NICKEL COMPANY OF CANADA, LIMITED 
25 KING STREET WEST, TORONTO 
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SERVICE IN WAR AND PEACE 


Our plant and facilities for production and service are devoted approximately 
100% to essential war requirements including those of Department of Munitions 
and Supply, Department of Research, Research Enterprises Limited, Canadian Car 
and Foundry Company, John Inglis Company, De Haviland Aircraft of Canada Ltd., 
Small Arms Limited, etc., in technical fields sometimes remote from our normal 
X-ray activities. 
















We will try sincerely to maintain for our clients the same brand of courteous 
capable service that has prevailed for over 20 years. 







Your co-operation and occasional forbearance in respect to service and delivery 
of equipment under stress will be greatly appreciated. 


BURKE ELECTRIC & X-RAY CO. LTD. 


Arnold C. Burke 


President 
















BERKEL 


Wen't Let You Down 


Wartime limits the supply of BERKEL Slicers and 
BERKEL Delicators, but users of BERKEL equipment 
may be happy in the knowledge that BERKEL won't 
let them down. 


It will give you confidence to know that BERKEL 
is on the job, ready to give prompt and efficient ser- 
vice, limited only to such restrictions as are being 
placed on gasoline and tires. Its service stations have 
been equipped with foresight of conditions to come 
without interfering with present shortage of critical 
materials. 


Yes, BERKEL deserves your confidence—that has 
always been our aim. 


BERKEL PRODUCTS CO. 


LIMITED 


Telephone Randolph 3101-2-3 











533-535 COLLEGE STREET : . TORONTO, CANADA 
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THE os, bh-CoM~y~IESL 
INVALID AND ORTHOPEDIC WALKER 


Designed by the manufacturers of 
Albee-Comper Orthopedic table 











The Comper Invalid Walker 
is of proven clinical and eco- 
nomic value on ambulatory 
service for orthopedic, 

: fracture, paralytic and 
post-operative patients... 
particularly during the early 


stages of convalescence. 
a 


TWO MODELS AVAILABLE— 
ADULTS’ AND CHILDRENS' 





Ask for Literature 





| Buy More War Savings Stamps 
and Certificates 


AMERICAN STERILIZER COMPANY 
ERIE, PENNSYLVANIA 


Sales Offices in New York, Chicago, Philadelphia, Boston, St. Louis, Pittsburgh, Los Angeles, San Francisco, Cincinnati, 
Atlanta, Dallas, Richmond © Agencies in Principal Cities in the United States 
; Represented in Canada by Messrs. Ingram & Bell, Lid., Toronto, Montreal, Winnipeg, Calgary 








Intravenous Therapy 


Accessories by 


C 


PRODUCT OF 


BAKTER LABORATORIES 





Sole Canadian Distributors: 


IN GIRAML & JBIEILIL 


LIMITE oO —E 


PHARMACEUTICALS, SURGICAL INSTRUMENTS, PHYSICIANS, HOSPITAL 
and LABORATORY SUPPLIES 


MONTREAL - TORONTO . WINNIPEG - CALGARY 
16 The CANADIAN HOSPITAL 














THOROUGH STERILIZATION 
with Maximum 
Convenience 


ODERN sterilizers greatly aid maintenance of aseptic 
techniques, providing dependable sterility of surgical 
supplies. Automatic devices safeguard the sterilizing process, 
simplify management of the sterilizers, and insure correct 
procedures for sterilization of various supplies. 
Let us furnish detailed information, with planning and 
engineering data covering installation of sterilizers to meet 


the specific needs of each department. 


@ Above: Scanlan-Morris sterilizers at Decatur and Macon County 
Hospital, Decatur, Illinois. 


@ Right: Scanlan-Morris sterilizers in a sterilizing room serving two 
main operating rooms at Victoria Hospital, London, Ontario. 


SCANLAN-MORRIS COMPANY 


Surgical Equipment and Sterilizing Apparatus 
MADISON, WISCONSIN 


Canadian Sales and Service Representatives: 


FISHER & BURPE, LTD., Winnipeg, Vancouver, Edmonton THE J. F. HARTZ CO., LTD., Toronto and Montreal 
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STILL 
AVAILABLE! 


The majority of STAN-STEEL Hos- 
pital Equipment is still available for 
prompt delivery. Our illustrated cata- 
logue describes over 200 modern 
pieces to make you familiar with the 
superior features of STAN-STEEL 
Hospital Equipment. Send for your 
copy now. 


Cd 





METAL FABRICATORS LIMITED 


OTAN-STEEL 


HOSPITAL EQUIPMENT 


STRONGER 


MORE 
SANITARY 


LIGHTER 
MORE QUIET 


EASILY 
MOVED 





TAN-STEEL 


EQUIPMENT 


WOODSTOCK - ONTARIO 


—Because of welded steel con- 
struction. 


—No dust-concealing corners— 
so easily cleaned! 


—Due to use of steel tubing 
- wherever possible. 


—Because of the use of rubber- | 
tired casters. 


—Ball-bearing wheels on rolling 
equipment make moving a 
simple operation. 
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Watch out for your Patient.. por Yous d 


Lysol is efficient and economical. 
does not harm rubber gloves, ge 
fabrics. Nor does it corrode and dull the 
cutting edges of instruments. 


Lysol’s phenol co-efficient is 5, com- 
pared with 2 or less for most Cresol 


In The Sick Room, Lysol helps protect 
both nurse and patient. 


Make it standard practice (especially 
important in cases of infectious disease) 
to rinse your hands with Lysol solution 
when attending patients. Use Lysol solu- 
tion for cleaning brushes, and for washing 
all articles that patients handle. 


Keep the sick room “hospital-clean” by 
scrubbing floors, woodwork, walls, tiling, 
etc., with Lysol solution. 


compounds. Hence 
Lysol usually goes 
more than twice as 
far—saves money. 














orver LYSOL 1ro.pay: 


in special 5 gal. and 40 gal. containers for hospital use at $1.25 per gal. 


LEHN & FINK (Canada) LIMITED 


9 DAVIES AVENUE, TORONTO 
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QUOTA USERS OF RA 





Must Open Ration Coupon Bank Ai 





QUOTA USERS 


include 
HOTELS - RESTAURANTS - 
INSTITUTIONS . 


HOSPITALS 
PUBLIC CATERERS 


and other persons who buy or use rationed com- 
modities for the purpose of serving meals or 
refreshments for other than their own personal 
or household consumption. 








QUOTA yt re oid FORM 


(reduced size) 











BOARD 
TIME PRICES AND TRADE 
pt Bae” Prix it du Commerce en temps de & 
4 — Le Comm a 


oi aeenaa © mowreian #0 


FOR PERIOD 
quo AUTHORIZATION — pEnio0e —_————$——— 
FORM RB 108 UO RSATION DE QUOTITE — pour LA se 
PORMULE 8B 108 — DEPOSITED WITH BA 


TO BE ms 
ORIGINAL pour DEPOT EM BANO 


your bank ‘0 credit your rarion Dank accounts 
a 
the quotas stated below 
Par la présente 'e Service 

ja pres 
vatronnement je queries mndrquer dessous 
a 











BUTTER 
EA & COFFE _BEURRE_ 


THE & CAFE 


Administretot 
Administrateut 
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IF YOU QUALIFY AS A “QUOTA USER” § 
1. You register with the Ration Administration. 
2. You receive monthly a Quota Authorization. ¢ 
3. You make application at your bank to open a 
Ration Coupon Bank Account. ’ 
4. You deposit your Quota Authorization (nothing 
else) in your Ration Coupon Bank Account. 
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Industrial Users of Sugar 


Quota users who require supplies of sugar for industrial purposes as well as for 
serving meals, whether or not they use sugar for baking purposes for their own 
needs, will receive quota authorizations from the Ration Administration as at 
present and will aperate ration coupon bank accounts, but all those who require 
supplies of sugar solely for industrial purposes and who do not serve meals will 
continue to receive their authorizations for the time being in the form of Industrial 
Usage Certificates from the Sugar Administration. Firms operating under arrange- 
ments made with the Sugar Administration will not operate ration coupon bank 
accounts until required to do so by the Sugar Administration. In the meantime 
they will continue to use Requisition Form RB-17. 











Quota Users With More Than One Establishment 


Quota Users must not use more than one branch bank except when they have 
more than one administrative office. In such case the Quota User may register for 
Quota Reference Numbers for each administrative office and must then deal with his 
local branch bank at each point. Transfers between such accounts are not permitted. 
Should a Quota User operate both wholesale and retail businesses in such volume 
that he is required to operate a Ration Coupon Bank Account for the purpose 
of clearing coupons and other ration documents, a separate application for a 
Ration Coupon Bank “Account must be made to the bank and separate accounts 
kept. In such cases both ration cheques and deposit slips in connection with quotas 
should be clearly marked “Quota Account’. Transfers out of Quota Accounts may 
only be made in connection with the actual ts of li 
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USE THE FORMS PROVIDED AND YOU WILL 





The 


Getting Your Quota 


QUOTA USERS will receive their quotas 
monthly for each rationed commodity by 
means of a Quota Authorization. This is Form 
RB-108—see illustration. 


Each Quota User will be given a permanent 
Quota Reference Number, which must be re- 
corded on any correspondence with the Ration 
Administration, or on any returns required by 
the Administration. 


If an applicant for a Quota for a 
rationed commodity has not already 
registered with the Ration Adminis- 
tration and been allotted a Quota 
Reference Number, this should be 
done at once on Form RB-117, 
which can be obtained at any branch 
of the Ration Administration. 


If, after registering, you do not receive your 
Quota Authorization, or if the quota is in- 
sufficient, go or write to the nearest branch 
of the Ration Administration, and state your 
case. Supplementary authorization may be 
granted if satisfactory proof is given that your 
quota is insufficient. 


How to Open a Ration Coupon 
Bank Account 


Having registered with the Ration Adminis- 
tration, all you have to do on receipt of your 
Quota Authorization Form, is to present the 
original copy of this Form to your bank and 
complete the “Application For Ration Coupon 
Bank Account.” 


On this Form you will state your name, ad- 
dress, telephone number, business, commodi- 
ties for which accounts are to be opened, and 
your Quota Reference Number. 

On completion of this Form your bank will 
give you ration deposit slips and ration cheque 
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forms—different colors for each 
Separate accounts must be opene 
tea and coffee, and butter. One ¢ 
sufficient for all rationed commodi 


How to Deposit Your 
Authorisation 


Fill out the ration deposit slips 
amounts of your Quota Authoriza' 
the original of your Quota A 
Separate deposit slips must be m 
sugar, tea and coffee, and butter. 
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nk Accounts On or After March Ist. 


~ 5. You draw ration cheques on your Ration Coupon 
Bank Account against your Quota Authorization 
credit. 
6. You make your cheques payable to any supplier 
la you choose. 
7. You are required to make a Monthly Report on 
ing Form RB-23, to the nearest branch of the Ration 
Administration. 


ONED COMMODITIES 








OU WILL FIND THE PROCEDURE IS SIMPLE 
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Deposit Your Quota 
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Make Withdrawals 
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D MINISTRATION 


No Overdrafts 


Drawing cheques in excess of your credit 
balance is a serious offense. 


Stop Orders and Lost Cheques 


If a person to whom you have issued a 
Ration Cheque claims that it has been lost or 
destroyed, and you wish the bank to stop the 
original before you issue a duplicate, you must 
lodge with the bank a “Stop Order” form (ob- 
tainable at your bank), signed by yourself 
and the person in whose favor the original 
ration cheque was drawn. Under no other cir- 
cumstances may you stop a ration cheque. 


No Pass Books 
No Monthly Statements 
Banks will not issue pass books for Ration 


Coupon Bank Accounts, nor monthly state- 
ments. 


Keep a record on the stub of each ration 
cheque of (a) your credit balance, (b) date 
and amount of ration cheque issued (c) 
balance remaining. 


Records Which Must Be 
Preserved 


You must not destroy the 
following records for at least 
one year— 


























A QUOTA 
AUTHORIZATION 


FORM CAN ONLY BE 


(a) The duplicate copy ol 
each Quota Authoriza- 
tion (RB-108). 

(b) Your 
stubs. 


ration cheque 


(c) Sufficient particulars to 
enable you to com- 
plete Monthly Report 
Forms (RB-23). 
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THE NEW SYSTEM 
Benefits the Quota User 


The Quota User no longer needs to name a 
supplier but only to register with the Ration 
Administration—and then only once. No advice 
has to be given to the supplier about his quota. 


A Quota User may now buy a rationed com- 


modiéty from any supplier, 


providing his total 


purchases do not exceed his quota allotment. 
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The Most Effective and Economical 


Dishwasher Ever Made— 


Wart Privos 


The 
WHIRLPOOL 


O install a Whirlpool Dishwasher no expensive 

changes are needed. If your present sink com- 
partments measure 19 inches ‘wide, 24 inches front to 
back, and 16 inches deep, you merely stand the machine 
in place (it weighs only 55 pounds), plug the 3 point 
electric cord into the nearest wall plug or socket—turn 
the switch and the Whirlpool is ready for work. 
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Once installed in a typical 3-compartment sink, 
as illustrated above, the Whirlpool Way of washing 
chinaware is simplicity itself—only four easy simple 
operations. 


One—The dishes are stacked in the metal basket 
(4 supplied) and from then on are not touched again 
by hand. 


Two—tThe basket of chinaware is given in the first 
compartment a Pre-wash or Soak in tepid water (90 
deg.) where most of the food particles either drop 
off or are softened. In other types of machines the 
dishes go directly from the scraping table to the 





Typical 3 Compartment Whirlpool Installation. 





Motor, % H.P. Westinghouse 
(25 or 60 cycle) single phase, 
1450 R.P.M. 








washing compartment which is thus rapidly fouled. 
Only with Whirlpool is pre-washing possible. 


Three—The actual washing takes place in the 
second compartment. Here the Whirlpool goes into 
action. It throws a swirling stream of hot water 
over and over the entire surface of the dishes at the 
rate of 240 gallons per minute, thus producing clean 
and sanitary washing. 


Four—Finally the basket is placed in the last com- 
partment where hot water rinses and sterilizes the 
chinaware. When removed every piece gleams and 
shines as if polished. 


Just four simple operations rapidly conducted. One basket of dishes follows 
another through ‘the swirling suds. Whirlpool sets the pace for the speediest 
worker, and will handle from 3,000 to 10,000 pieces per hour. 


Manufactured by: 


HOSPITAL & KITCHEN EQUIPMENT CO., LIMITED 


67 PORTLAND STREET, TORONTO, ONT. 


WAverley 4544-5 
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QUESTION: [ have been told that the bones in canned salmon are 
edible. Do they have any food value? 


ANSWER: Yes, the heat treatments employed in processing can- 
ned salmon or other fish packed without removal of the bones renders 
the bones readily edible. Fish bones contain a high proportion of 
calcium and phosphorus. By consuming the fragile bones along with 
the flesh of canned fish important additional amounts of calcium and 


phosphorus are obtained (1). 


American Can Company, Hamilton, Ontario; 
American Can Company Ltd., Vancouver, B.C. 





(1) 1939, U. S. Dept. Commerce, Bureau of Fisheries 
Investigational Report No. 41 














JUST 3 SIMPLE STEPS INVOLVED IN 


CLINITEST 


THE NEW TABLET URINE-SUGAR TEST 





5 drops urine plus 
a} 10 drops water. 





& Drop in tablet. 
&) Compare with 


color scale. 


That is all... 
TIME—Less Than One Minute ! 


DEPENDABLE —The Clinitest Tablet Method employs a 
modification of Benedict’s copper reduction method, retaining 
the familiar progression of colors from blue through green to 
orange, indicating sugar at O%, 4%, 42%, 34%, 1% and 2% plus. 









ECONOMICAL—Complete set (with 
tablets for 50 tests) retails to the 
patient for $2.00. Tablet refill (for 75 
tests) —$2.00. 


Write for descriptive literature. 


Clinitest Urine-Sugar Test and Clinitest 
Tablet Refill are available through 
your surgical supply house ox 
prescription pharmacy. 











, Sole Canadian Distributors 
FRED. J. WHITLOW & CO., LTD., 187 DUFFERIN STREET, TORONTO 
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Select Committee to Consider 
Federal Social Insurance 


The federal government took the 
first official step to implement its 
proposal in the Throne Speech to set 
up a plan of national social insur- 
ance. On February 17th the Prime 
Minister gave notice of a motion to 
set up a 4l-man Committee from 
the House of Commons to examine 
and report on a national social insur- 
ance plan which will constitute a 
charter of social security for the 
whole of Canada. 

Thirty of the Committee members 
as proposed by Mr. King are liberals, 
7 are Progressive-Conservatives, 2 
are C.C.F. and 2 are New Democracy 
members. 

The Committee would be empow- 
ered to examine and study: 

1. Existing social insurance legis- 
lation of the Dominion and prov- 
inces ; 

2. Social insurance 
other countries ; 

3. The most practical measures of 
social insurance for Canada, includ- 
ing health insurance, and the steps 
which will be required to effect their 
inclusion in a national plan; 

4. The constitutional and financial 
adjustments which will be required 
for the achievement of a nation-wide 
plan of social security ; 

5. Other related matters. 

This resolution to name a select 
committee is one method of having 
the measure studied by the different 
groups in the House without actually 
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giving the measure first reading. The 
usual custom is to give a measure 
first reading and then leave it in the 
Committee stage for some time, after 
which second and third readings may 
go through rapidly. By the method 
adopted here the extensive hearings 
before the Committee and the major 
alterations in the preliminary draft 
can be effected before first reading. 

In other words the measure which 
will receive first reading will be more 
likely to appear in the form in which 
it would go through the House. 
This will speed up its passage 
through the three readings once it 
has been introduced. 

It is understood that this Com- 
mittee will request experts in various 
fields and spokesmen for various 
groups to appear before the Commit- 
tee to answer questions or present 
viewpoints. 

The members nominated by the 
Prime Minister are as follows: 

Rodney Adamson (Prog. Con., 
York West); Joseph Blanchette 
(Lib., Compton); Maurice Bourget 
(Lib., Levis); L. O. Breithaupt 
(Lib., Waterloo North) ; Hon. H. A. 
Bruce (Prog. Con., Toronto Park- 
dale); Mrs. Cora Casselman (Lib., 
Edmonton East); Brooke Claxton 
(Lib., Montreal St. Lawrence-St. 
George); Hughes Cleaver (Lib., 
Halton) ; P. E. Cote (Lib., Montreal 
Verdun). 

J. G. Diefenbaker (Prog. Con., 


Lake Centre); Dr. T. F. Donnelly 
(Lib., Wood Mountain); Dr. Gas- 
pard Fauteux (Lib., Montreal St. 
Mary’s) ; Dr. F. W. Gershaw (Lib., 
Medicine Hat) ; J. A. Gregory (Lib., 
The Battlefords}; H. H. Hatfield 
(Prog. Con., Victoria-Carleton) ; Dr. 
J. P. Howden (Lib., St. Boniface) ; 
Dr. J. R. Hurtubise (Lib., Nipis- 
sing) ; Gordon B. Isnor (Lib., Hali- 
fax). 

C. E. Johnston (N.D., Bow 
River); J. J. Kinley (Lib., Queens- 
Lunenburg) ; Maurice Lalonde (Lib., 
Labelle) ; J. H. Leclerc (Lib., Shef- 
ford); Norman Lockhart (Prog. 
Con., Lincoln); Angus MacInnis 
(C.C.F., Vancouver East); F. D. 
MacKenzie (Lib., Neepawa) ; Hon. 
Ian Mackenzie, Minister of Pensions 
and Health; Dr. G. E. L. MacKin- 
non (Prog. Con., Kootenay East) ; 
Hon. Cyrus MacMillan (Lib., 
Queens); Dr. J. J. McCann (Lib., 
Renfrew South); R. H. McGregor 
(Prog. Con., York East) ; C. J. Mc- 
Ilraith (Lib., Ottawa West); R. W. 
Mayhew (Lib., Victoria, B.C.); 
Hon. Humphrey Mitchell, Minister 
of Labour; L. Philippe Picard (Lib., 
Bellechase) ; F. D. Shaw (N.D., Red 
Deer); Arthur Slaght (Lib., Parry 
Sound) ; W. P. Telford (Lib., Grey 
North); Dr. C. J. Veniot (Lib., 
Gloucester); R. M. Warren (Lib., 
Renfrew North) ; G. E. Wood (Lib., 
Brant) ; Percy Wright (C.C.F., Mel- 
fort). 
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L’Hotel-Dieu de Levis 
Ceélébre son Jubilé D’Or 


ondée ‘en 1892, par Monsieur 

l’Abbé Antoine Gauvreau, curé 

de la Paroisse Notre-Dame de 
Lévis, cette institution hospitaliére 
eut pour fondatrice et premiére su- 
périeure, la Révérende Mére Sainte- 
Thérése de Jésus, des Hospitaliéres 
de Il’Hotel-Dieu de Quebec. 

L’Hotel Dieu de Lévis, incorporé 
en 1892, est la propriété des Augu- 
stines Hospitaliéres de la Miséricorde 
de Jésus, lesquelles en sont aussi les 
administratrices. 

C’est un hopital public général, 
reconnu et approuvé par The Ameri- 
can College of Surgeons. 

Sa capacité officielle est de 222 lits 
repartis comme suit: lits d’adulte, 
179; lits d’enfants, 24; berceaux, 19. 





Son organisation hospitaliére ré- 
pond aux services suivants : médecine 
générale, chirurgie générale, pédia- 
trie, gynécologie et  obstétrique, 
urologie, orthopédie, oto-rhinolaryn- 
gologie, vénérologie, radiologie et 
radiothérapie, physiothérapie, _la- 
boratoire général et anatomo-pa- 
thologie, art dentaire, et dispensaire. 

Le bureau médical se compose’ de 
10 membres actifs, 10 membres 
associés, 3 membres agréés et 9 
membres consultants. 

Quarante infirmiéres  graduées, 
dont trente-quatre religieuses et six 
laiques, sont auxiliaires des médecins 
dans les différents services. 

Quelques unes des hospitaliéres se 
sont qualifiées en spécialités, d’autres 


suivent actuellement des cours de 
perfectionnement. 

Tout le personnel médical, ambi- 
tionne de se tenir au niveau des 
dcnnées scientifiques modernes. 


Principales Dates 
1892 Le premier hopital fut in- 
stallé dans une résidence privée 
donnée par Mile. Caroline Lagueux, 
premiére bienfaitrice temporelle de 
cette institution. 


En haut, ’hépital actuel et le mon- 
astére fondation de 1929. En bas, a 
gauche—le Docteur Roméo Roy in- 
scrit ses ordonnances medicales. A 
droite —le Docteur Paul Racicot 
wisite les enfants dans leur salle de 
Jeux. 
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Distinguée personnages présents au Jubilé d’Or de l Hétel-Dicu de Lévis, 


14 octobre 1942. 


Au centre: Son 


Eminence le Cardinal J. 


Archeveque de Quebec. 

En bas, de gauche a droite: Son Excellence Mgr. Alfred Langlois, 
Eveque de Valleyfield, Honorable M. Henri Groulx, Ministre de la Sante 
et du Bien-Etre Social, le Locteur Romeo Roy, president du Bureau medical 
de l’Hotel-Dieu, Son Excellence Mgr. Arthur Douville, Eveque de S. Hya- 


cinthe. 


1898 <A Craig’s Road — Terrible 
collision de chemin de fer. En 
moins d’une heure, 34 blessés furent 
amenés -a l’hopital. On ouvrit le 
cloitre pour pouvoir les hospitaliser. 
Les dames et demoiselles de la ville 
se firent infirmiéres bénévolés, pour 
aider les hospitaliéres a soulager ces 
pauvres malheureux. 

1898 Erection d’un nouvel hopi- 
tal sur le méme site. Capacité 100 
lits. 





@ Les armes des Soeurs Hospita- 
liéres de la Miséricorde de Jésus, 
eal desservent I’Hotel-Dieu de Lé- 
vis. 
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1904 Organisation du_ service 
d’otorhino-laryngologie. 

1905 Grande épidémie de fiévre 
typhoide. Encombrement des ser- 
vices—insuffisance de personnel. 


1911 Mort du fondateur, le trés 
regretté Mgr. Antoine Gauvreau, 
P.D. 


1918 Grippe espagnole — un mé- 
decin de l’hopital meurt victime de 
son dévouement. 

1918 Installation des appareils de 


M. R. Villeneuve, O.M_I. 


radiologie et de physiothérapie. 
1919 Installation sommaire du 
laboratoire. 
1926 Fondation de l’Ecole 
Hospitaliéres. Les cours 
(Voyez page 56) 


des 


sont 


En bas, premier établissement, rue 
Saint-Joseph. A gauche, premier 
monastére des hospitaliéres; au cen- 
tre, premier hépital (1892 &@ 1905); a 
droite, agrandissement (1905 & 1929). 











Further Views on Payments 


For Accounts of Soldiers’ Dependents 


INCE publishing the letter by 
S Chairman Pembroke of the De- 

pendents’ Board of Trustees 
respecting the policy of that body 
towards hospital accounts, several 
correspondents have written to us 
with regard to their local situation. 


Dr. A. K. Haywood, superintend- 
ent of the Vancouver General Hos- 
pital, writes: “The interpretation of 
this policy, judging by the actions 
ot the local Boards, is at variance in 
many instances. We have received 
various interpretations from differ- 
ent provinces. In many cases a 
cheque has been issued or an offer 
made by the Dependents’ Advisory 
Committee for partial payment of 
the hospital account on condition 
that we cancel the balance. In some 
instances they have refused to pay 
operating room charges or anaes- 
thetic charges, in others they have 
reduced the X-ray charges to what 
is apparently some scale of their own 
or disallowed certain drug charges. 
In one case Edmonton told us that 
our bill would be paid in accordance 
with the schedule of rates of the De- 
partment of Pensions and National 
Health. Apparently that Board does 
not know that this hospital has a con- 
tract in respect to soldiers, wherein 
the charges are equal to our regular 
charges, except for drugs stocked on 
the wards. 


“Then, too, we are asked to sub- 
mit detailed information with regard 
to some of the laboratory and X-ray 
work done. The purpose or name 
of the actual test is wanted in some 
instances. We are apprehensive lest 
the naming to these committees of 
such tests as the Ascheim-Zondec, 
smears for gonorrhoea, etc., might 
place us in a difficult ethical and legal 
position by revealing private infor- 
mation.” 


Dr. Haywood strongly objects to 
having the hospital prevented from 
collecting the balance of the account : 
“T think the Dependents’ Board of 
Trustees should pay the whole hos- 
pital account according to the hospi- 
tal’s standard rates, or if payment is 
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made in part as an assistance to the 
family, the hospital should have the 
right to collect the balance. 


“The second last paragraph of the 
letter in the February Journal states 
that the hospitals should be entitled 
to receive the same financial protec- 
tion for payment of hospital services 
which is afforded in respect of other 
residents of the province. Here the 
Board goes against its own policy 
when it will neither pay the hospital 
rates nor permit them to collect the 
balance.” 


Dr. George F. Stephens, Superin- 
tendent of the Royal Victoria Hos- 
pital in Montreal, notes that: “The 
central policy and its administration 
in the various districts are some- 
times at wide variance. This should 
not be; except to allow unit directors 
some latitude to meet local situa- 
tions.” 


Mr. W. Blues, Credit Manager of 
the R.V.H., states: “My apprehen- 
sion at the moment is in respect to 
the settlement of bills due. During 
the course of the past three months, 
I must have forwarded necessary de- 
tails of fifty cases hospitalized to the 
local Board, in accordance with their 
request, and to date only about three 
or four cases have been paid. We 
have not as yet been asked by any 
of the boards in operation across 
Canada to cancel the amount remain- 
ing over the amount paid. 


“T find that dependents are still 
arriving at the hospital soliciting ad- 
mission with the firm conviction that 
their total account will be assumed 
by the Board. They express great 
surprise when informed otherwise 
and are inclined to the belief that the 
hospital is misrepresenting the situa- 
tion.” 


Commenting on the long delay in 
receiving any authorization for pay- 
ment, Dr. L. C. Fallis, general super- 
intendent of the Victoria Hospital at 
London, Ont., states: “It seems to 
me that the Dependents’ Board of 
Trustees’ set up will be unsatisfac- 
tory to hospitals until authority be 


given to the local Advisory Commit- 
tee to definitely accept responsibility 
for the Dependents’. Board of Trus- 
tees so far as guaranteeing the ac- 
counts is concerned. 


“This should be done at the time 
of admission of the patient and not 
after $100 to $200 has been accumu- 
lated because, should Ottawa event- 
ually refuse the responsibility, the 
hospital would be left ‘holding the 
bag’.” 

In at least one city (Montreal), 
and we believe there are many others, 
municipal payment in the case of 
soldiers’ dependents has been 
stopped. On February 3rd, 1943, 
N. R. Baudet, Director of the De- 
partment of Social Welfare, Mont- 
real, wrote as follows to one of the 
hospitals : 


“In answer to yours of the 26th 
ultimo, I beg to advise you that the 
information which I have gathered in 
Ottawa is that municipalities in other 
provinces, and as well in Quebec, do 
not assume any responsibility to- 
wards the cost of hospitalization of 
soldiers’ dependents. 


“Soldiers’ dependents who apply 
to municipalities for hospitalization 
assistance are directed to ‘The De- 
pendents’ Board of Trustees’ which 
has been created to provide financial 
and non-financial assistance needed 
by dependents of men serving in the 
Canadian Navy, Army or Air Force 
as described in the enclosed folder. 


“For this reason our Department 
has stopped, during the course of last 
December, assuming responsibility 
towards soldiers’ dependents’ cases 
which are submitted to us.” 


Obviously there is still consider- 
able variance of interpretation re- 
specting payment of these accounts. 
Ii the Board only pays a portion of 
an account, as would seem to be its 
prerogative under the regulations, 
we cannot see why it should, in many 
cases, refuse to permit the hospital to 
collect the balance of the account 
earned. This would seem to be a 
local rather than a federal interpre- 
tation. Particularly serious is the 
attitude being taken by many munici- 
palities that the setting up of the 
Dependents’ Board of Trustees has 
relieved them of any responsibility 
for the hospitalization of soldiers’ 
dependents. 
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Modern Hospital Erected 
to Serve Chilliwack, B.C. 


GOOD many years of plan- 

ning and a great deal of 

work by all members of the 
community are among the intangibles 
expended on the new Chilliwack Hos- 
pital at Chilliwack, B.C. Those who 
have: contributed so much towards 
the success of the undertaking can 
take real pride in the results obtained. 
The new building incorporates the 
very latest in design and equipment, 
and is equal to any of similar size in 
Canada. 

The capacity of the hospital is 51 
beds without bassinets, and there is 
accommodation for extra beds in the 
solariums. It is completely fireproof 
throughout, of modernistic design 
constructed in architectural concrete, 
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with the exterior walls finished in 
two coats of waterproof paint. The 
full length is 156 feet by 44 feet, and 
the building is four storeys in height. 

Heating is by forced circulation 
hot water with concealed cast iron 
radiators. There is a separate steam 
boiler for supplying the sterilizers 
and separate domestic hot water 
boiler and tank for hot water service. 

An electrically-operated passenger 
elevator connects all floors, and is 
capable of taking a bed or stretcher. 
A service elevator has also been in- 
stalled, leading from the main kitchen 
to the special diet kitchens on all 
floors. 

The electrical work also includes 
a Silent Call System from each bed 

















FRANK G. GARDINER, Architect 


to the nurses’ stations, a fire alarm 
system, telephones, and radio outlets 
to all wards. 


The layout of the rooms is in ac- 
cordance with the most-up-to-date 
practice in hospital design. The ma- 
ternity department and nursery, for 
instance, are grouped at one end of 
the second floor, thus lessening the 
danger of infection from outside 
sources. Another interesting feature 
is that the nursery is so arranged 
that a view of it can be had without 
entering the maternity department 
proper. 


Operating rooms are equipped in 


(Floor Plans overleaf, Text con- 


cluded om page 54.) 
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HEN fire occurs the factors 


most likely to cause death 

are high temperatures, smoke 
and lethal gases. In a burning room 
the temperature quickly rises to 800- 
1000° F. The maximum “air tem- 
perature” that the human body can 
withstand is in the neighbourhood of 
200° F. Smoke quickly causes strang- 
ulation and asphyxia. The lethal 
gases are chiefly carbon monoxide 
and certain cyanides. 

From the viewpoint of evacuation, 
it is of great importance whether the 
fire starts at the top or at the lower 
levels of a building. An illustration 
is the Amherst Hospital fire where 
the fire gutted the older portion of 
the building then “climbed over” the 
fire wall which had protected the 
newer portion of the building and 
worked down. Its progress was so 


From an address at the Joint Con- 
vention in Pictou of the N.B.H.A. and 
- Hospital Association of N.S. and 


Plain Facts 


much slower, however, that nearly all 
the equipment was saved from this 
newer section, although its evacuation 
had been delayed until the newer por- 
tion was threatened on account of a 
downpour of rain. 


Fires are usually due to careless- 
ness and to the negligence of the 
parties concerned. We have not had 
an example yet, however, of a hos- 
pital being deliberately set on fire, 
although a pyromaniac did start a 
fire once in the engineers’ quarters 
of a mental hospital. 


Painters are sometimes the unwit- 
ting cause of spontaneous combus- 
tion due to the storing of oily rags in 
cupboards or other closed space. 
Polishing rags used in waxing are 
another source. Do not economize in 
old rags. Destroy them or they will 
destroy you. 

It should be remembered, too, that 
spontaneous combustion may occur 
in coal bins. Bituminous coal should 
not be stored to a greater depth than 





Fire Safety 


in Hospitals 


By COL. S. S. WRIGHT, Halifax, 
Fire Marshal for Nova Scotia 


four feet and should be well venti- 
lated. There is no danger with an- 
thracite. 

Cigarettes and matches are among 
the most frequent causes of fires. 


/ 


Construction Factors 


Stairways and Elevator Shafts 

All shafts should be built of fire- 
resistant materials. They are much 
safer if closed in. This constitutes 
the only truly satisfactory fire escape. 
They perform a double duty; they 
prevent the passage of high temper- 
atures, smoke and lethal gases and 
they provide a safe exit for those try- 
ing to escape. 

Heating Equipment—Fuel Supply 

Many dangerous fires start in the 
basement area. Here are located the 
main furnaces, jacket heaters and 
fuel supply. These units are usually 
set up in the open basement, expos- 
ing wooden partitions and ceiling to 
radiated heat and sparks. 

Heating equipment of any kind re- 
quires special protection. Units 
should be within fire-resistant en- 
closures located outside of the build- 
ing to be heated if at all possible. 
There should be good lighting, ad- 
equate ventilation and standard self- 
closing fire doors. These specifica- 
tions apply also to the fuel storage 
areas, no matter what type of fuel be 
used. 
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Chimneys and Flues 


Thin-walled chimneys and flues are 
often the cause of disastrous fires. 
Inspectors frequently find chimneys 
of but one brick (4 inches) thick- 
ness. Chimneys should be at least 8 
inches in thickness and, if they are 
in heavy service, require fire-brick 
lining in lower sections also. Con- 
struction is an engineering proposi- 
tion. Some masons do not put up 
tile correctly. It should be remem- 
bered, too, that wood will ignite when 
its temperature is raised to about 
400° F. For that reason stove pipes 
in temporary buildings should be at 
least three feet from any wood. The 
usually accepted distances are inad- 
equate if the piping becomes over- 
heated. 


Electric Wiring 

Defective wiring is a common 
cause of fire. In one street in New 
Glasgow seventeen houses had simul- 
taneous fires. There was a short cir- 
cuit from a high tension wire, and 
the house fuse boxes which should 
have protected the homes did not be- 
cause the fuses had been replaced by 
copper coins. The Fire Inspector, 
after a thorough survey, was “in” 
some $2.60! 

Electric wiring in public buildings 
should be contained within rigid con- 
duits. Additions and alterations 
should not be made without technical 
advice. 


Proximity 

Radiant heat may be the cause of 
a fire spreading, as adjacent build- 
ings may become ignited if too close. 
This is a factor to be kept in mind 
in planning construction. 


Materials 

Brick is not necessarily superior to 
wood. Frequently fire will burn even 
more quickly between brick walls be- 
cause of the confined heat or the 
draught created. 


Life Safety Equipment 
Fire Alarm 


A fire alarm arrangement is an ab- 
solute necessity. It is dangerous to 
place dependence upon telephones or 
upon ordinary bell signals. To be of 
service the alarm must be unmistak- 
able ; there should be a definite signal 
sounded by a heavy gong or siren. 
There should be an adequate number 
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of fire alarm stations on all floors in- 
cluding the basement area. 
Watchman Service 

There should be a regular watch- 
man patrol of all buildings, partic- 
ularly where people sleep. Watchmen 
should be alert, be in good physical 
condition and have no other duties. 

Their work should be recorded and 
checked by standard watchmen sta- 
tions and clocks. 

Fire Escapes 

Outside fire escapes have a limited 
value. If the main stairways and 
other vertical shafts inside the build- 
ing are enclosed, then the outside 
type of fire escape will be of service, 
but if the main stairways and other 
vertical shafts are not enclosed, very 
little dependence can be placed on the 
outside fire escape because the cor- 
ridors and passage ways will be im- 
passible because of heat, smoke and 
gases, making it difficult for people 
to get to the fire escapes. 

The ramp type of fire escape is 
recommended. Ropes and other low- 
ering devices are helpful. Each bed- 
room or dormitory should have a 
rope. The specifications are: 

1. The rope should be secured 
about 5 feet from the floor level at 
the left side of the window frame. 

2. It should be long enough to 
reach the ground and should be %4 
inch thick. 


Lights and Signs 

Over the point of exit there should 
be a red light and on the walls should 
be painted or permanently fixed, di- 
rectional signs with letters at least 6 
inches in height, to mark the whole 
route to the fire exits. 


After the Hospital Fire at Collingwood. 



















Fire Extinguishers 

Standard type fire extinguishers 
should be provided and distributed 
in accordance with standard practice. 
Never buy fire extinguishers except 
on the advice of fire officials. 

“Foamite” produces about 40 gal- 
lons of soapsuds and is useful in gas 
and oil fires. This should be in every 
operating room. The “soda acid” ex- 
tinguishers contain water, soda bicar- 
bonate and sulphuric acid. They are 
not very effective, the effect being 
largely that of the water projected 
on to the fire. “Pyrene” is really 
carbontetrachloride. 


Hose 

A hose of 1% inches diameter is 
better than one of 2% inches. Few 
women can handle the larger size of 
hose. Actually 98 out of every 100 
fires can be controlled by the 1% 
inch hose. 


Automatic Sprinklers 

Automatic sprinklers are perhaps 
the best type of fire protection. Their 
initial cost can be paid for in a few 
years out of savings on insurance 
premiums. 


Fire Exit Drills 
These should be carefully organ- 
ized and practised. The elements of 
good fire exit drills are: 
1. Careful planning in relation to 
building ; 
. Deliberation rather than speed; 
. Roll call; 


. Frequent practice until the or- 
ganization is complete, then 
“Alarms” at irregular intervals. 


(Concluded on page 56) 


- W dH 


33 








Greater Efficiency by Greater Knowledge 


The Education of Hospital 


Housekeepers 


UST as present-day nursing care 

is a far cry from Florence 

Nightingale’s splendid efforts, so 
hospital housekeeping is no longer a 
sketchy task to be taken on by very 
worthy but poorly trained folk. The 
housekeeping department of the hos- 
pital, by seeing that the buildings and 
furnishings are kept clean and in 
good repair, contributes a vital part 
in controlling disease and its conse- 
quent unhappiness. 

How to fit the potential house- 
keeper of the future for her work is, 
in a measure, the job not only of our 
educational institutions, known as 
such, but of each one of us now in 
the profession. 

Listed on our programme of train- 
ing are various headings as sugges- 
tions for the curriculum for training 
this potential housekeeper — for 
trained she must be. No longer can 
we muddle through. We must be 
prepared to take our places in the 
professional field. 


Accounting and Business Management 

To be successful a housekeeper 
must be a good business woman. A 
course in business management ought 
to teach her: 

1. To keep adequate and proper 
records. 

2. Elementary accounting from 
which she should learn to distinguish 
between a profit and a loss operating 
statement and a balance sheet. She 
should learn terms used by business 
men in relation to debit and credit. 

3. This course should dwell on 
budgetary control. Every smart 
housekeeper insists upon having a 
budget from her superiors. Fre- 
quently she is asked to make this up 
herself. Budgets are based upon 
previous experience and previous 
records. 

A hospital housekeeper was quite 
disturbed once when a new super- 
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By MABEL AGNES BAILIE, M.A., 
University of Michigan, Ann Arbor, Mich. 


intendent had told her that linen 
should be depreciated at the rate of 
ten per cent. She knew this figure 
to be wrong but she had no available 
records to show him to disprove it. 
We also all know this figure to be 
away off ; but have we proper records 
in our institution as to how long our 
linen wears? 

‘Do we know in terms of dollars 
and cents how much it costs to clean 
and refit a room for an incoming 
patient? If we have proper job 
analyses, time and motion study re- 
cords, we should know this. 

Can we quickly tell our superiors 
how much more it costs to paint a 
room than to paper it? Is it profi- 
table to use a starch mixture over the 
painted surface? 

Would the installation of a laundry 
save our institution money? How 
large must an institution be to sup- 
port a laundry with its expensive 
machinery and upkeep? 

Has the new scrubbing machine 
paid for itself by actually saving 
man hours ? 

Do we know how to figure how 





This is a condensation of an ex- 
cellent lecture on “A Curriculum for 
ihe Potential Housekeeper’, pre- 
sented at the Hospital Housekeepers’ 
Institute held some months ago in 
Chicago. The paper appears in full 
in the Bulletin of the Chicago Hos- 
pital Council, starting with the issue 
for October, 1942. 

Miss Bailie was born in Toronto. 
She holds a Bachelor of Arts degree 
in Home Economics and a Master of 
Arts from Columbia University 
in Institution Management. Miss 
Bailie is Assistant Director of the 
Lawyers Club, the home of the Judge 
Advocate General's School for sol- 
dier-lawyers at the University of 
Michigan. 


much power a piece of equipment 
does take? 

If our business education has been 
thorough enough we shall be so 
trained that a quick answer will al- 
ways be available to these many per- 
plexing questions. 

Our courses in business manage- 
ment should include elementary eco- 
nomics, personnel management and 
certain phases of insurance. It is 
very necessary for the potential 
housekeeper to have a_ thorough 
working knowledge of Workmen’s 
Compensation insurance and at least 
a speaking acquaintance with other 
types of insurance as they will relate 
themselves to her department. 

In her economics she should have 
a good course in marketing. With 
our world each day growing smaller 
and with our dependency for supplies 
on world markets, it is helpful to 
know a little of the financing, manu- 
facturing and distribution of the 
goods we buy. 


Psychology and Personnel 
Administration 


On every hand today the cry is 
for more and better leaders. It is 
impossible to exaggerate how much 
associated group action there has to 
be in the modern world. Leading, 
however, differs from commanding. 
Leadership is interested in how 
people can be brought to work to- 
gether for a common end effectively 
and happily. 

Certain qualities are necessary in 
every successful leader, and these 
apply to the hospital housekeeper 
just as they do to other leaders: 

1. Physical and nervous energy: 
Our life is hard grind and no one not 
a little in love with hard work ought 
to tackle housekeeping as a career. 

2. A definite sense of purpose and 
direction: There is no room in this 
profession for the young woman who 
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Noise Disturbance in Hospitals 
(A Series) 





No. 14 — Mops 


A minor cause of noise in hospi- 
tals, although one that can be quite 
annoying to nervous patients, is the 
mop pail. The rhythmic squeak of 
the mop itself is not as disturbing as 
the clatter of the pail each time it is 
set down in a new place or shifted 
along a terrazzo floor. The small 


rubber-wheeled carrier of the pail 
shown in the illustration eliminates 
most of the noise associated with 
cleaning the floor, and, if built low 
enough to permit using the foot as a 
brake, the pail will not “run away” 
when the mop is compressed. 





changes her mind continually about 
what she wants to do. : 

3. Enthusiasm: Without this qual- 
ity no individual can inspire others 
to do their best. 

4. Friendliness and affection: 
These ‘qualities in a housekeeper will 
help greatly to make a home of her 
institution. 

5. Integrity: No professional per- 
son, whether she be housekeeper or 
in other walks of life can afford to 
be without this. 

6. Technical mastery: Any em- 
ployer should be able to do herself 
what she expects others to do. At 
least one should never ask a worker 
to do what we, as employers, would 
not, if circumstances demanded, do 
ourselves. 


7. Decisiveness: It is better to 
make a poor decision than to shilly- 
shally. 


8. Intelligence: In dealing with 
employees intelligent handling of 
those responsible to us so that their 
highest development wiil be made 
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possible, will give vast returns to any 
institution. 


9. Teaching skill: Every house- 
keeper must be able to get her ideas 
across to her workers or they are not 
worth much. 

10. Faith in human nature: If we 
have all the other qualities that make 
for a leader and lack this, then we 
can never hope to get good work out 
of our subordinates. 


Practical Instruction, Chemistry, 
Paints, Cleaners 


In our ideal curriculum for the 
potential housekeeper a great deal of 
chemistry ought to be included. If 
there is one field in which we must 
still contend with high pressure sales- 
men and profuse “ballyhoo” it is in 
the field of certain janitor supplies. 

A knowledge of chemistry and an 
ability to analyze these products for 
ourselves, or to be able to interpret 
an analysis when it is made for us, 
are of great value. 


Paint } 
We know that a good paint con- 


sists of white lead that has been 


properly milled, linseed oil that has 
been properly refined ; but do we ever 
test our paint to make sure that it 
contains all the necessary ingredients 
in proper proportion. A common 
practice in the paint industry with 
houses of lesser repute is to take a 
good product and break it down into 
greater gallonage. A first-class ex- 
terior paint with all the proper in- 
gredients can be tampered with and 
produced at one-half the cost. The 
method employed is to take one gal- 
lon of good paint and add the same 
weight of chalk equivalent to the 
white lead in the good paint. For 
liquid content a quantity of lime 
water equal to the oil found in the 
original gallon is added. The chalk 
and lime water will weigh approxi- 
mately the same gallon for gallon as 
good paint and will have excellent 
body appearance; but the chalk has 
no value from the standpoint of dur- 
ability and appearance; it is just so 
much filler. This is a very strong 
point in favour of dealing only with 
reputable paint dealers ! 
Unreasonable prices often are 
asked for trade brand products that 
really are made up of simple and 
cheap ingredients that should permit 
the sale at more reasonable prices. 


Reach Powder 

Sodium fluoride is a chemical used 
for combating cockroaches. Many 
commercial roach powders are noth- 
ing more than sodium fluoride, while 
others may be mixed with flour, 
borax, pyrethrum powder, or even 
cocoa. In some cases the commercial 
trade brand products sell for as high 
as $1.25 a pound, but the sodium 
fluoride may be purchased under its 
chemical name for about 25c per 
pound in ten pound lots. 


Trisodium Phosphate 

Trisodium phosphate, a _ white 
granular substance resembling sugar 
in appearance, is one of the best 
cleaning agents and water softeners 
known. This material may be pur- 
chased under its technical name for 
about four cents a pound in barrel 
Icts. However, this same material 
may be purchased under various 
trade brand names at greatly in- 
creased prices. In some cases other 
related sodas are mixed with the tri- 
sodium phosphate so the manufac- 
turers and distributors’ may claim 


(Continued on page 52) 











Attractive Residence for Nurses 


at Grace Hospital, Winnipeg 


C (5 HE newly-completed Nurses’ 
Residence at Grace Hospital 
in Winnipeg furnishes com- 

fortable and attractive living quarters 

for 142 nurses. 

The foundations of the building 
are spread footings 12 feet below 
grade, with the basement floor self- 
supporting, and the structure itself 
is of reinforced concrete. 





The curtain walls are of 4” face 
brick, 8” hollow tile and 2” furring 
tile, and the interior walls of hollow 
tile of varying thickness. 

The floors are also of hollow tile 
with reinforced concrete joists and 
slabs. 

Wood frames, sash, storm sash 
and screens are used on the windows. 

The roof is twenty-year bonded 

tar and gravel laid over 2” 
cork insulation. 

Inside the walls and ceilings 
are finished in plaster and the 
floors in linoleum and wood 
blocks. 

The lavatories have terrazzo 
floor and cove base with tile 
behind the lavatories and over 
the baths. Like the rest of the 
building these rooms have 
plaster walls and ceilings. 

The stairs are of steel with 
terrazzo treads and landings 
and wooden handrails. 


Left: Staff Nurses’ Room. 


Right: Student Nurses’ 
Room. 


The heating of the building is done 
by a system of convectors enclosed 
in steel cabinets under each window. 
Steam is brought underground from 
the hospital. There is a thermostatic 
control for north and south zones 
with automatic night temperature re- 
duction. 

Local thermostats and space heat- 
ers are provided for the class 
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The Lounge. 


room and recreation room, and there 
is a forced air exhaust system for 
class room manual control. 

Fluorescent lighting is provided in 
the halls, and semi-indirect incan- 
descent lighting for the class room, 
the library and the demonstration 
room. Each bedroom has a ceiling 
light and wall receptacles for lamps. 

These are private rooms with run- 
ning hot and cold water, modern bed 
with spring-filled mattress and com- 
fortable, attractive furniture. The 
colour schemes are worked out ac- 
cording to the wishes of the owner 
of the room. 

For off-duty hours there is a large 
lounge room and a smaller room on 
the same floor for visitors. A piano, 
radio, bookcase, writing-desk, etc., 
provide the equipment for rest and 
relaxation. Immediately off the 
lounge room is a little kitchenette 
where lunch can be prepared if de- 
sired, 
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Rooms accommodate two student 
nurses and, like the staff rooms, are 
furnished in a variety of soft colour 
schemes. 


The student nurses’ lounge room 
is much larger than the staff lounge 
and contains an assortment of easy 
chairs and chesterfields, as well as a 
radio and a piano. A feature of this 
room is the fine collection of pictures, 
the outstanding one being a very 
good reprint of the patron saint of 
nursing, Fabiola. 


The basement has the night nurses’ 
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section, class room and demonstration 
room, library, lunch room, trunk 
room, laundry and recreation room. 
The laundry is equipped with a mod- 
ern drier. The recreation room will 
afford excellent amusement for the 
girls, carpet bowling and ping-pong 
equipment being planned for their 
use. 

The class room is air-conditioned 
and special lighting and heating facil- 
ities make the building a very com- 
fortable place of residence. 

Moody and Moore were the archi- 
tects. 


Nurses’ Residence 
First Floor Plan 


1. Student Nurses. 

2. Supt. of Nurses’ Sitting 
Room. 

3. Supt. of Nurses’ Bedroom. 

4. Visitors’ Room. 

5. Sitting Room. 

6. Kitchen. 

. Bathroom. 

. Reception. 
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Building is 71 x 92. 
Rooms 13’ 6" « 8 (up to 11' 6") 
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Second Floor Plan 


(The Third and Fourth Floor plans are similar except that the 
Living Room (2) and the Kitchen (3) are replaced by 
four bedrooms.) Rooms 13' 6" x 8& (up to 11’ 6"). 





Committees Being Formed 

for National Health Survey 

Most of the provincial hospital 
associations have now formed their 
committees for the conduct of the 
hospital portion of the National 
Health Survey. The survey questions 
in French and English are now in 
the hands of the printers and will be 
available for distribution to the re- 
spective hospital committees very 
shortly. On receipt of the forms 
these will be distributed by the pro- 
vincial committee to the hospitals. 

As stated in our last issue the Can- 
adian Hospital Council and the Cana- 
dian Nurses’ Association have agreed 
to send their questionnaires jointly 
te the hospitals. This will save dupli- 
cation of questions and so conserve 
the time of the hospital administrator 
and director of nursing. The white 
sheets refer to hospital matters in 
general and the coloured sheets refer 
to the nursing staff and the school 
for nurses (if any). 

To simplify the return of these 
forms it has been arranged that both 
forms, white and coloured are to be 
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returned to the hospital committee in 
your province (or military district, 
in Quebec). The hospital committee 
will then forward the coloured sec- 
tion to the provincial nursing com- 
mittee, each group thus analyzing 
and summarizing its own data. 

It will be of material assistance to 
the committees if the hospital admin- 
istrators and superintendents of 
nurses will return these question- 
naires as promptly as possible to the 
official address of your hospital com- 
mittee. 


Compulsory Registration 
of Nurses Planned 

At the request of the Canadian 
Nurses Association compulsory reg- 
istration of graduate nurses, whether 
now practicing or not, will take place 
March 17, 18 and 19. It will include 
nurses who left the profession 
through marriage or to take other 
employment, but will not include 
nurses serving with the armed forces, 
practical nurses and nurses in train- 
ing. The results of the registration 
will determine the number of nurses 


regularly available for civilian ser- 
vice, the additional number who 
might be depended upon in an emer- 
gency, and the number willing to 
serve as nurses with the armed 
forces. 


Group Capt. J. W. Tice Head 
of R.C.A.F. Medical Services 


Group Captain J. W. Tice, who 
has been deputy director of Medical 
Services for the R.C.A.F. for over a 
year, has been appointed director. He 
succeeds Group Captain R. W. Ryan, 
who is returning shortly to England. 
Group Captain Ryan, an Australian 
with many years’ experience in avia- 
tion medicine, is returning to duty 
with the R.A.F., from which he was 
loaned to Canada. 

Group Captain Tice graduated 
from the University of Toronto in 
1921, and has had wide experience in 
aviation medicine. He was medical 
officer of the 119th Bomber Recon- 
naisance Squadron of the Auxiliary 
Air Force for some time prior to the 
outbreak of war. 
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Association Presidents and Secretaries Hold 


Mid-Winter Conference in Chicago 


Testimonial Dinner to Dr. Caldwell and Mr. Bacon 


HE regular midwinter con- 

ference of hospital associa- 

tion presidents and _secre- 
taries was unusually well attended 
this year. This was probably due in 
part to the many important topics 
under discussion and also in part to 
the desire of so many association 
officers to do honour to the retiring 
Secretary, Dr. B. W. Caldwell and 
to the already retired Treasurer, Mr. 
Asa S. Bacon. 

The war situation is giving the 
hospitals many added difficulties. As 
in our own hospitals, the administra- 
tors are faced with problems of 
priorities, personnel, rationing and 
nurse curriculum changes. Post-war 
planning is also very much in their 
minds. 


Beds for Casualties Needed 


Plain truths were told by Maury 
Maverick, Director, Governmental 
Division, War Production Board, 
Washington, when he warned his 
listeners that “invasion will involve 
casualties such as this nation has 
never known”. If we only have 20 
per cent of the Russian casualties, we 
shall still have a million wounded 
men. There are some 324,000 mili- 
tary beds in the United States, sub- 
stantially occupied now, but these 
will not suffice. We expect to have 
11,000,000 men in uniform, not to 
mention the vast women’s forces be- 
ing assembled. 

“We cannot build enough hospitals 
in America. Use every unnecessary 
building available — seaside resorts, 
dude ranches and ski lodges.” He 
added, “The hospital need, civilian 
and military, must be looked upon as 
one single problem.” 


Construction 

Speaking of priority requests for 
construction, etc., Mr. 
stated (and this applies equally to 
Canadian requests), “Before you can 
expect your request to be endorsed, 
our Office must be assured that all 
of your present space — sunrooms, 
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Maverick — 


etc. — is being utilized; that your 
zinimal occupancy is at least 90 per 
cent; and that your community will 
actually suffer if your particular con- 
struction is not undertaken.” 
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There is now available only some 
45 per cent of the material normally 
required for the U.S.A. alone. This 
must now, however, suffice as well 


for Canada, Mexico, Central Amer- 
ica and South America. 


Nurses 


The,need for nurses has assumed 
astronomical figures. .For this year, 
stated Alma C. Haupt, R.N., of the 
Office of Defense Health and Wel- 
fare Services, Washington, 61,000 
nurses are needed for military ser- 


- vice and 290,000 more for industry, 


hospitals, etc. As only 275,000 will 
be available by next fall to meet this 
need of 351,000, there will be a 
shortage of 76,000. An enrolment 
goal of 65,000 has been set for 1943. 
Even this high figure will be far 
short as, allowing for those who drop 
out, some 84,000 would need to be 
admitted next fall to meet the deficit. 

Obviously auxiliary workers must 
be considered. Every hospital should 
analyze its nursing duties to see what 
could be done by non-skilled nursing 
personnel. 





The “Victory” plan for cadet 
nurses, to be operated with federal 
assistance, was described. 


Federal Representative 

The setting up of a Wartime Ser- 
vice Bureau in Washington by the 
American Hospital Association was 
announced. The Director, James R. 
Clark, will watch developments and 
will represent the hospitals in their 
many dealings with various depart- 
ments. Financed by “passing the 
hat”, it was announced that some 
$30,000 had already been contributed. 


Hospitals Warned 

Hospitals are not giving enough 
support to the Blue Cross hospitaliza- 
tions plans. If they are to survive, 
warned Dr. R. H. Bishop, Jr., Chair- 
man of the Committee on Blue Cross 
Plan Approval, both the hospitals 
and the public must get behind them. 
Many hospitals are not making any 
effort to provide the necessary beds 
o1 services. The extension of these 
plans to rural areas should be 
assisted. There are 11,000,000 people 
covered now by Blue Cross Plans, 
stated Mr. E. A. Van Steenwyck, 
Chairman of the Council on Hospital 
Service Plans, but we must place 
more emphasis upon a national basis 
for these plans. Some 76 plans are 
now approved (three in Canada) and 
quotas set up would add some five 
million more during this next year. 


The Testimonial Dinner 

This was well done. Both Mr. 
Bacon and Dr. Caldwell were pre- 
sented with silver placques commem- 
orating their years of service and 
expressing the esteem of their col- 
leagues. In addition a bound volume 
of personal letters from a host of 
his friends was presented to Dr. 
Caldwell. Mr. Bacon served 35 years 
as Treasurer and Dr. Caldwell has 
served 15 years as Executive Secre- 
tary and seven as Editor. Dr. George 
F. Stephens represented the Cana- 
dian Hospital Council at the speak- 
ers’ table. 


Emblem for Hospital Workers 
A proposed badge to be worn by 
hospital employees to designate their 
employment in an essential service 
was presented by Dr. Fraser Mooney 
of Buffalo. The design is a clever 
one—a red V on an inverted white 
(Concluded on page 50) 











Clinical Thermometers 


ROM time to time administrators have written to 

the Canadian Hospital Council inquiring if it would 

not be possible to arrange for a permit to have clini- 
cal thermometers imported again from Great Britain. It 
is pointed out that the cost of thermometers from the 
United States is considerably higher than has been the 
cost of these articles from Great Britain and that even 
with this increased cost the supply is limited. 

The Canadian Hospital Council has been hesitant to 
take precipitant action in this matter. Some time ago a 
trade agreement was made between various members of 
the United Nations whereby it was agreed that countries 
in North, South and Central America would be united 
in one trade zone and that European and certain other 
nations would be in another zone. Authorities in the 
United Kingdom agreed that permits for the export of 
British articles to Canada would not be issued unless such 
articles could be shown to be essential to the war effort 
and that they, or suitable substitutes, could not be pro- 
cured either in Canada or in the United States. Clinical 
thermometers can be obtained in reasonable quantities 
from the United States. The fact that the cost is higher 
is not a consideration as far as the trade agreement is 
concerned. 

It is a question how far our hospitals are warranted in 
going in trying to avoid this trade agreement. It would 
save money for our hospitals, for information obtained 
by the Canadian Hospital Council from importers would 
indicate that the American price is about 60 per cent 
higher to the consumer than the British price. However, 
every export agreement to Canada in contravention of the 
Lease-Lend Plan weakens that arrangement with the 
United States. In the final analysis it is a question of 
whether or not the saving of a few dollars by our hospitals 
is of more importance than whatever would be the weak- 
ening influence of this action on the successful prosecu- 
tion of the war. 

It has been suggested that Canadian importers of 
American thermometers might apply for a federal sub- 
sidy, in order to keep the price down to normal figures. 
This has been done with respect to many commodities 
essential to our welfare, but we have noted a definite 
reluctance on the part of many manufacturers to apply 
for this subsidy. Of course it would mean opening the 
company books to government inspectors and there may 
be some disinclination to do so. 
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Obiter Dicta 








Protest has been made, too, respecting the necessity of 
buying “seconds” at times. We understand that these 
“seconds” are very good thermometers, the defect often 
being merely some faintness of the scale or other defect 
of little clinical importance but which prevents their use 
in the United States. Actually, many of the cheaper 
thermometers formerly purchased by hospitals had much 
greater defects, particularly with respect to accuracy. Yet 
this was not realized, for we are informed that no mini- 
mum specifications are enforced in Canada with respect to 
clinical thermometers. 


UN 


The Staff of Life 


T is hard to understand why there has been so much 

difficulty in having the general public accept the ap- 

proved types of bread. Mr. John Doe (not spelled 
Dough) and his wife are willing to spend tens of 
thousands of dollars on all kinds of vitamins in capsule 
form. But repeated statements in the press and elsewhere 
as to the importance of retaining these same vitamins in 
our food seem to fall on deaf ears. Although the super- 
iority of whole wheat bread over white bread has been 
established beyond refutation, health authorities finally 
concluded that the only way to overcome this public in- 
ertia was to put certain vitamin content back into the 
white flour from which it had just been removed at the 
mills. Even this procedure has not been enthusiastically 
received, and a large proportion of our people are still not 
eating “Canada Approved” bread. In some areas it is 
still not available, but in all too many larger centres where 
it is available all the time, the public have shown no more 
than passing interest. After one year only about 7 per 
cent of the flour used is so treated. 


We heartily agree with the proposal of Dr. Herbert A. 
Bruce in the House of Commons that it be made illegal 
for bakeries to offer for sale other than “Canada Ap- 
proved” white bread, containing prescribed amounts of 
vitamin B, and whole wheat bread. The opposition of 
bakers that whole wheat flour does not keep as well as 
the highly-refined flours may have some bearing on flour 
prepared for export or for use in the far north, but it 
need have little weight for ordinary domestic consump- 
tion, as our marketing methods are now such as to mini- 
mize the danger of loss from this factor. 


Said Dr. Bruce: “Since bread is still the staff of life 
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and it is highly desirable in these days, when there is a 
food shortage, to see that all get bread, the bread should 
be of the highest food value, especially in essential vita- 
mins.” 

Dr. Bruce was of the opinion that the public was hope- 
lessly at sea as to the food values of different kinds of 
bread. He also urged more use of good old-fashioned 
oatmeal as the most nutritious breakfast cereal available. 
He lamented the disappearance of the old-fashioned forms 
of oatmeal from grocery stores where, as in the case of 
white flour, everything had to be unduly refined. “You 
may still find the old-fashioned oatmeal for sale at feed 
stores at 6 cents a pound and | can assure you it is the 
most nutritious and palatable breakfast cereal of all.” 

Hospitals could do much to promote better national 
nutrition if they served no other bread than “Canada 
Approved” or whole wheat bread. If you are in an area 
where bakers do not yet use “Canada Approved” flour, 
the hospital could make such protests that the local bak- 
eries would be very glad indeed to introduce it. 


(aa) 


Hospital Surpluses 


HE other day we received a copy of a newspaper 
issued in one of the smaller Canadian cities, in 


which a good part of an entire page was devoted 
to information about the local general hospital. 

The article headings were excellent: “Superintendent 
Praised for Fine Management and Financial Status” or 
“Building Programme Advocated by Auditor in Annual 
Statement” or “Lack of Accommodation Hampers Pro- 
gress”. The page headline also was compelling: 
“RECOMMEND EXPANSION OF NURSING 
SCHOOL”. But right across the entire top of the page 
was the streamer: “PUBLIC GENERAL HOSPITAL 
SHOWS SURPLUS OF $15,000.” 

This hospital, which is an excellent one, is to be con- 
gratulated on its fine progress in the past year. This was 
on an expenditure in the past year of just under $112,000, 
including $17,500 for depreciation. Receipts for the year 
were $127,000. 

It is true that many hospitals are in better financial 
condition now than they have been for many years, thanks 
to the higher percentage of paying patients and to the 
willingness of the patients to dispense with frills. But 
the arresting headline that the hospital is laying up a sur- 
plus is not likely to induce citizens to donate funds for 
capital expenditure or even to support bylaws for civic 
expenditure. Naturally the hospital board is very elated 
that its efficiency and sound administration is reflected 
in an improved financial position. Come lean years after 
the war and these surpluses will be quickly absorbed— 
more quickly than the memories of those who are prone 
to believe that all hospitals make plenty of money. 


The happy relation of this particular hospital with its 
local press is an enviable one, and it is quite true that 
those who support hospitals should know the facts. From 
the viewpoint, however, of the general effect of publicity 
on future support at a time when balance sheets may not 
be so favourable, and also from the viewpoint of the 
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reception that might be received by hospital deputations 
to the government, the temporary financial surpluses of 
occasional hospitals might well be noted in small type 
rather than in headlines. 


W 


Trade vs. Official Names 


LSEWHERE in this issue we make comment on a 

recent coroners’ jury verdict urging that all drugs 

be labelled with the official as well as the trade 
names. This would appeal to us as being a sound decision, 
for the multiplicity of trade names for practically the 
same article is so confusing that it is a wonder that more 
doctors and nurses do not make mistakes. It is particu- 
larly dangerous when, as in the case of the use of nuper- 
caine instead of novocaine, the drug happens to be a 
stronger preparation, and therefore must be used in a 
smaller dosage or weaker solution. It is true that many 
labels on proprietary products do give the official name 
as well as the trade names, but all too often the official 
name is in such fine print that it can hardly be read. 


The announcement that some government action re- 
specting labelling and the use of names may be antici- 
pated is a welcome one. It is hoped that the official name 
will be given the major prominence on any label. It is 
unfortunate, just as in the case of level crossings, that it 
has seemed necessary that there be a fatality before action 
could be taken. In a democracy, however, it does not 
seem possible for a government to move faster than public 
opinion. 


In recent years there have been several similar in- 
stances, wherein the importance of checking and recheck- 
ing labels has been tragically illustrated. This applies 
both to the nurses and to the doctors. Too much emphasis 
can not be placed on teaching both medical students and 
pupil nurses that in dealing with lethal drugs the utmost 
care must be taken not only with respect to dosage but 
with respect to the actual preparation itself. Hospitals 
are well advised to insist on written orders except in some 
instances, such as the present one, where orders are 
given during the operative procedure and therefore can 
hardly be other than verbal. Where nurses come from 
other institutions, no matter how good the reputation of 
the hospital, it should be borne in mind too that their 
background of training may vary in details from that of 
one’s own graduates; at times this may result in quite 
understandable misinterpretations. 


In passing, one would like to congratulate certain of 
the Toronto newspapers, the C.B.C. and Dr. Smirle Law- 
son, chief coroner for the province, on their consideration 
of the hospital involved. Not only did they refrain from 
mentioning the name of the hospital prior to the verdict 
of the coroner’s jury, but Dr. Lawson made a_ public 
statement to the effect that it was unfortunate that this 
accident should have happened in a hospital which had the 
reputation of being one of the most efficient hospitals on 
the continent. As these unfortunate accidents do have a 
bad impression on the general public, this consideration 
of the reputation of a hospital doing good work is most 
commendable. 
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No Blame Attached to 
Hospital in Drug Fatality 


CORONER’S verdict of in- 
Ee. | terest to the entire hospital 

field was given recently at an 
inquest to investigate a fatality in a 
hospital where a wrong local anaes- 
thetic was used. The death occurred 
in a Toronto hospital, where a wo- 
man being treated for a fractured 
wrist was given an injection of nu- 
percaine solution instead of novo- 
caine. 


In the evidence it was brought out 
that the graduate nurse, trained in 
another hospital, was of the impres- 
sion that the two drugs were closely 
similar in action, not realizing that 
nupercaine is used in a much less 
concentrated solution than is novo- 
caine. 


Dr. Roy Farquharson, Professor 
of Therapeutics at the University of 
Toronto, stated that the official name 
of novocaine is procaine. This drug 
may be bought under different names. 
He had found this drug at the Tor- 
onto General Hospital under three 
names—scurocaine, neocaine and no- 
vocaine. Dr. G. H. W. Lucas, As- 
sistant Professor of Pharmacy and 
Pharmacology at the local university, 
had found twelve trade names for 
procaine. “If it is an official drug”, 
he stated, ‘the name should be on the 
label as prominently as the trade 
name. We have been trying to have 
the government put the official name 
on every trade-marked drug. We 
should have one official Canadian 
name on every label.” 


In its decision that the fatality was 
accidental with blame attached to no 
one concerned, the jury expressed 
the opinion that “if the official name 
were always used, it would be much 
easier for the nurses and doctors to 
know what drug was meant, and thus 
would be safer for the patient”. 


Ottawa Action Predicted 


Early action by the federal govern- 
ment to eliminate confusion in the 
identification of pharmaceutical sub- 
‘stances is anticipated. Although long 
advocated, this action will probably 
have been hastened by the recent 
fatality. 

In January the Canadian Commit- 
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tee on Pharmacopoeial Standards 
made a recommendation to this effect. 
H. M. Lancaster, Chief Dominion 
Analyst, Department of Pensions and 
National Health, is chairman of this 
Committee. It is understood that 
members of the Committee have un- 
dertaken to recommend “proper” 
names for those pharmaceutical sub- 
stances not on the official list, in an- 
ticipation of this action being taken. 


Dean R. O. Hurst of the Ontario 
College of Pharmacy, a member of 
this Committee, pointed out that we 
in Canada buy many pharmaceutical 
products from both the United States 
and England, yet even the official 








New A. H. A. Secretary 


Mr. George Bugbee was named 
Executive Secretary of the American 
Hospital Association last month. Mr. 
Bugbee was born in Wisconsin in 
1904, was educated at the University 
of Michigan and is now superintend- 
ent of the City Hospital at Cleveland, 
Ohio. He is a fellow of the American 
College of Hospital Administrators 
and was its First Vice-President in 
1940. He was secretary and treasurer 
for a time of the University Hospital 
Executive Council and has served on 
many committees of the Association 
of which he is now the Executive 
Secretary. 


name in the two countries may be 
different. He referred to the wide 
variety of names for acid acetylsali- 
cylic and to the many barbiturates. 
Professor V. E. Henderson of the 
University of Toronto, also a mem- 
ber of the Committee, suggested that 
an official name could be conferred 
upon any new drug by the Canadian 
Committee on Pharmacopoeial Stand- 
ards. This has been done recently in 


‘ Great Britain. In addition the fed- 


eral government should require that 
this name appear as large and as con- 
spicuously on the bottle or package as 
the trade name. 

The recognition of original pro- 
prietary names by the Canadian 
Committee on Pharmacopoeial Stand- 
ards might be affected under two 
conditions, Dr. Henderson pointed 
out. The trade name should not im- 
ply some pharmacological action it 
does not possess. Cardiazol suggests 
a cardiac or heart remedy, but it is 
not. In the United States Pharma- 
copoeia it is called Metrazol; in the 
addenda to the British Pharma- 
copoeia it has been called Leptazol. 

Dr. Henderson also suggests that, 
when a proprietor’s trade name is 
accepted, this trade or original name 
also expire when the process or other 
patent rights expire. This is what 
one pharmaceutical manufacturer did 
when Adrenaline was admitted to the 
British Pharmacopoeia under its 
trade name, said Dr. Henderson, but, 
in Canada, the drug is called Epine- 
phrine under the regulations of the 
Food and Drugs Act. Another in- 
stance of confusing nomenclature is 
a sleep-inducing drug called Veronal 
in the British Pharmacopoeia and 
Barbital in the United States publi- 
cation. 


Dr. C. P. Brown Acting Director 
of Public Health Services 
Owing to the necessity of Dr. J. J. 
Heagerty, Director of Public Health 
Services, Department of Pensions 
and National Health, giving his full 
time to the study of health insurance, 
it has been announced that the duties 
of the Director of Public Health Ser- 
vices will be assumed for the time 
being by Dr. Chester P. Brown, 
Chief of the Division of Quarantine, 
Immigration Medical Service and 
Treatment of Sick Mariners. 
Dr. M. F. McGavin has _ been 
named as assistant to Dr. Brown. 
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With the Hospitals in britain 


Dear Mr. Editor: 

War conditions 
have had a con- 
siderable effect 
upon the methods 
of financing the 
health and hospi- 
tal services. Al- 
though the sub- 
ject is distinctly 
complicated it is necessary to attempt 
to give some idea of the financial 
aspect in order to appreciate their 
present position. It is tied up with 
the relationship of the central author- 
ity, the Ministry of Health acting on 
behalf of the State to the local 
authorities, which has a long and 
complicated history dating back to a 
period before the establishment of 
the former in 1919. An attempt was 
made in 1929 by the Local Govern- 
ment Act to simplify the position by 
establishing a system of block grants 
payable to the local authorities to be 
expended at their discretion instead 
of grants in aid of particular ser- 
vices, which involved a considerable 
examination and control of detail by 
the central authority. But the eco- 
nomic distress which followed led to 
so much modification of this ar- 
rangement as to amount to its almost 
complete breakdown. 





C. E. A. Bedwell 


Since the declaration of war the 
central authority has been obliged to 
undertake a much larger measure of 
financial responsibility. As regards 
the pre-existing financial liabilities, 
the position is that the State, by 
bookkeeping arrangement, has _ pro- 
vided the credits so that local 
authorities in financial difficulties are 
able to maintain the status quo ante 
bellum towards the rate-payers. For 
specific war requirements the central 
authority has the financial responsi- 
bility. 

The chief of these is the emer- 
gency hospital service provided to 
supply the needs of an anticipated 
large number of casualties as the re- 
sult of air raids. To maintain the 
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responsibility of the local authorities 
for the care of their own inhabitants 
there is a safeguarding provision 
that patients cannot be admitted di- 
rect to an emergency hospital which 
happens to be situated in the area, 
though there are exceptions, notably 
the evacuated children and maternity 
patients. Another large group for 
whom the central authority is re- 
sponsible is formed by the munition 
workers who meet with an accident 
in the course of their employment. 





Present and 
Postwar 
Financing 





To these must be added an increas-: 


ing number in receipt of pensions on 
account of war injuries. 

There is also a system of transfer 
of patients which now covers ordin- 
ary civilian patients from hospitals in 
danger areas to outlying hospitals. 
Because that transfer is rendered 
necessary by conditions of war, the 
State accepts liability subject to the 
collection by the hospital authority 
of such contribution as can be made 
by the patient. By this means a 
large proportion of the hospital 
population, especially from the urban 
areas, has become patients in the 
care of the State. There is thus a 
considerable transfer of expenditure 
in. hospital services from the local 
authorities to the State. 

In addition to the cost of mainte- 
nance, the war has brought into 
prominence the capital expenditure 
which will be necessary to replace 
the large number of hospitals de- 
stroyed by enemy action. The nor- 
mal method of financing the erection 
of hospitals by local authorities is by 
way of loan secured on the rates and 


By “LONDONER” 


approved by the central authority. 
As regards voluntary hospitals, the 
Ministry of Health has a special re- 
sponsibility as they are not to be 
dealt with by the War Damage Com- 
mission in the same way as other 
buildings. That financial problem is 
further complicated by the probabil- 
ity that the cost of construction is 
likely to be considerably more at the 
conclusion -of hostilities than at the 
date taken for the basic figure upon 
which payments have been assessed 
by the War Damage Commission and 
which constitute the actual claim for 
payment. Before the war the Minis- 
try of Health had been concerned at 
the mounting cost of hospitals—one 
of the latest erected by a local author- 
ity had worked out at more than 
£1,000 a bed——and had decided to call 
a halt to this extravagant form of 
expenditure. 

The cost of the health and hospital 
services is closely allied with another 
difficult problem, namely, the areas 
for the purposes of local govern- 
ment. The financial difficulties which 
followed the passing of the Act of 
1929 were particularly acute in the 
depressed areas. Where there is a 
large population without adequate 
means of support, the cost of the 
social services becomes higher than 
it can bear and the mounting rates 
to provide them create a vicious circle 
by increasing the demand upon the 
ratepayers. Incidentally, the system 
by which rates upon this type of 
habitation are included in the rent 
and are payable to the landlord de- 
prives the tenant of the effect of one 
of the most important agencies in 
creating a sense of civic responsi- 
bility. 

Accordingly the Association of 
Municipal Corporations, in consider- 
ing the best form of local government 
unit, laid down among the basic prin- 
ciples that each reconstituted area 
should be such as to ensure: 

“that it was a unit economical and 


(Concluded on page 50) 
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‘A Quarter-Century’s Service 
on Vancouver Hospital Board 

The Board of Directors of the 
Vancouver General Hospital has ac- 
cepted with regret the resignation of 
Mr. Francis J. Burd, after twenty- 
five years of faithful service as a 
member of the Board. 

He was first elected as a Director 
in 1917, and served as Treasurer in 
1922 and 1923, Vice-chairman 1925- 
26 and 1929, Chairman of the Board 
in 1930 and 1931 and continued in 
office as a Director from that time 
until his resignation. He has re- 
cently been elected to the senate of 
.the University of British Columbia. 





Canadian A.H.A. Members 
Remit in Canadian Funds 

For the convenience of its mem- 
bers, the American Hospital Associa- 
tion has been assigned Permit No. 
N.S. 594 by the Foreign Exchange 
Control Board at Ottawa. This per- 
mits. the operation of a Canadian 
account with a Canadian bank in the 
name of the American Hospital 
Association. 

This arrangement will obviate the 
necessity for residents of Canada to 
complete application for a permit to 
remit dues in Canadian funds to the 
Association. Membership dues may 
be paid in Canadian dollars by 
money order or cheque and for- 
warded to Association headquarters 
in Chicago. 

This procedure saves considerable 
inconvenience in the remitting of 
dues and also permits the Association 
to convert Canadian funds into 
American funds when desired at a 
lower rate of exchange. 
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Seventeen Methods of 


Conserving Nursing Service 


JOINT committee represent- 

ing the Manitoba and Win- 

nipeg Medical Associations, 
administrators of hospitals and the 
Manitoba Association of Registered 
Nurses has made public the following 
suggestions for conserving nursing 
service in hospitals : 

1. That hospitals might consider 
the appointment of a committee with- 
in the hospital to review and modify 
where possible: 

(a) Medical procedures ; 

(b) Nursing procedures and tech- 
niques—when modifying pro- 
cedures medical opinion to be 
obtained ; 

(c) Ways and means of conserv- 
ing materials. 

It was pointed out that one large 
hospital appointed such a commit- 
tee some months ago with the re- 
sult that excellent co-operation has 
been obtained from all parties con- 
cerned. 

2. That hospitals might consider 
the organization of a central dressing 
room service. 

3. That hospitals purchase stock 
solutions, e.g. glucose, saline, and 
thus eliminate the time required for 
preparation. 

4. That nurses should not be re- 
quired to spend time accompanying 
the doctor when he visits patients on 
the ward unless there is some special 
reason, such as a dressing to be done. 
It was emphasized that this is a war- 
time measure only. 

5. That during the hours 11.00 to 
12.30 (while meals are being served) 
doctors should not expect to have at- 
tendance of supervisor of nurses for 
dressings, treatments, etc. 

6. That doctors operate as slated 
and not expect to have the patient 
slated for 11 hurried to the operating 
room at 10. This practice is very dis- 
turbing to the nursing personnel on 
the ward and affects the patient in 
that the hypodermic cannot be given 
before the required time. 

7. That pre-operative preparation 
of patients on the evening before the 
operation, except for orthopaedic 
uses, be limited to the use of soap 
and water. 


8. That operations for circum- 
cision in the maternity ward be done 
without rubber gloves, and that in- 
travenous injections also be done 
without rubber gloves. 

9. That some intravenous injec- 
tions need not be given; that plenty 
of fluids by mouth or otherwise 
would be just as effective. 

10. That wherever possible abdom- 
inal fomentations be used with cradle 
and light to keep them hot, thus elim- 
inating frequent changes. 


11. That every effort be made to 
have patients admitted before 4.00 
p.m., and that the following rule be 
adopted by all hospitals. 


That patients for operation the fol- 
lowing morning must be in by 4.00 
p.m. if they are to be properly pre- 
pared. If later than 6.00 p.m. the 
operation will be cancelled except for 
emergency cases. 


12. That temperature, pulse and 
respiration be taken only twice a day 
unless the temperature is elevated to 
100° or the physician requests more 
frequent readings. If the temper- 
ature is taken 4 or 6 times a day and 
it drops to 99° for 24 hours, the 
twice a day routine may be recom- 
mended. Unless the physician writes 
a definite order the head nurse uses 
her own judgment in placing patients 
on the routine or the four-hour 
schedule. 


13. That hospitals develop a folder 
containing suggestions for the patient 
to follow in saving the nurses’ time. 
This explains the daily routine of 
patient care; as a result the patients 
call the nurse less often. 


14. That doctors’ orders be re- 
viewed each day to check upon the 
possibility of discontinuing time- 
consuming treatments without delay. 

15. That visiting hours be re- 
stricted as much as possible. 


16. That doctors be asked to avoid 
X-ray examinations from 5.00 p.m. 
to 8.00 a.m. unless they are necessary. 

17. That hospitals determine what 
physical changes may be made on 
wards to reduce nurses’ travel time. 
Hand-washing facilities at strategic 
points save nurses steps and time. 


The CANADIAN HOSPITAL 




















Here and There 


Could It Happen Elsewhere? 

The tragic story noted in the press 
across Canada of the death of a new- 
born child whose face had been badly 
bitten by a rat while lying in its crib 
in a Maritime hospital has probably 
made many a supervisor or superin- 
tendent wonder if that would be pos- 
sible in her own hospital. 

Unfortunately, rats are very hard 
to exterminate completely in any in- 
stitution with extensive dark cellars 
and old outbuildings. As most hos- 
pitals have not found it possible to 
completely tear down their old build- 
ings when adding new constructions, 
constant vigilance must be maintained 
—as it is, of course—to exterminate 
these pests. 

Some years ago, during the flu 
epidemic, one of our hospitals found 
it impossible to place all of the pa- 
tients who had died in the hospital 
morgue, and one body was left on a 
stretcher in the corridor leading to 
the morgue. There was a rat in that 
basement corridor. 

This possibility might well be 
borne in mind in case of a similar 
situation arising again, either through 
epidemic or through local disaster. 

* a * 


Approval of Architects 
One of the possible activities of 
the Council on Hospital Planning 
and Plant Operation of the A.H.A. 
may be the setting up of a list of 


hospital architects whose knowledge. 


of the special nature of hosptial con- 
struction has been demonstrated. 
This would be one way of effecting 
a measure of control at least over the 
weird and inefficient designs often 
perpetrated on unsuspecting building 
committees, by architects trying to 
plan their first hospital. It is sug- 
gested that hospitals be urged to em- 
ploy someone from that list as con- 
sultant at least. No. final action has 
been taken, and it is realized that the 
proposal bristles with difficulties and 
possible sources of criticisrh. There 
are those who feel, however, that 
some such arrangement would be 
helpful. 
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Ratio of Doctors Available 
for Civilian Practice 


The number of doctors available 
for civilian practice has been consid- 
erably reduced, due to the large num- 
ber of medical men withdrawn for 
military duties. 

The ratio in Canada is approxi- 
mately 1 doctor to 1,600 population, 
the number of patients per doctor 
being much higher in rural areas 
than in cities. 

In the United States the ratio is 
approximately 1 to 1,700, and in 
England it is 1 to 2,700. It is stated, 
although not reliably, that the ratio 
of civilian doctors is now down to 
1 to 12,000 of the population. 

* * 7 
Kanucks Kan’t Kick 

Hospitals in Canada fare very 
lightly when it comes to paying fees 
for hospital organizations. We have 
noticed the scale of fees adopted last 
year by the British Hospitals Asso- 
ciation. These are graded on a basis 
of beds, the very smallest hosiptals 
paying 2 guineas, and the annual con- 
tribution rising rapidly to the point 
where the largest hospitals pay 48 
guineas (about $223.20). A hospital 
of 500 beds pays 20 guineas or $93. 

* * * 
Squallers to Order 

In 1874, artificial babies were in- 
vented for the use of ladies who 
wished to secure the sole use of a 
railway compartment. Advertise- 
ments consequently ran as follows— 

“Common travelling infants, yield- 
ing intermittent cries, and capable of 
being put in the pocket, 10s. Second 
class, crying not too loudly, but 
lamentably and unsupportably, 20s. 
Third class, full squallers, with a 
very piercing and aggravating voice 
of five octaves, £2. The same ar- 
ranged as a prompt repeater, £2 6s. 
Fifth class, first quality, capable of 
continued squalling, £3. These 
babies can not only be ‘set going’ in 
a moment, as indeed can most living 
ones, but they can be stopped quick- 
ly, which the natural ones cannot.” 


—From “Hospital and Nursing Home 
Management.” 


By The EDITOR 


: Depends on the Viewpoint 

It may have been the sub-zero 
weather, but it struck us as signif- 
icant the other morning in Chicago 
to note that the new Chicago Sun, 
created to give IIlinoisians “the truth, 
the whole truth and nothing but the 
truth”, stated in its leader headline 
“ROSTOV FALLS TO RUS- 
SIANS”. On the other hand maybe 
it was not an echo of the Chicago 
Tribune’s pre-Pearl Harbour, isola- 
tionist, anti-British attitude, but it 
was worthy of note that the Tri- 
bune’s scare headline ran “ROSTOV 
LOST—NAZIS RETREAT”. 


2K * * 


Ploughs Before Patients 

One of our administrators writes 
in respecting her troubles in getting 
Prestone (glycol anti-freeze) for the 
hospital ambulance. Since her ef- 
forts to obtain a permit were not suc- 
cessful, it did not help her peace of 
mind to be told by a local highway 
engineer that he had 400 gallons 
stowed away for his snow ploughs, or 
that another had dumped his surplus 
out on the ground without qualm. 
“Apparently snow ploughs are more 
important than vehicles conveying 
human beings in emergencies, in the 
opinion of those who control the 
supplies.”  « « «x 


Hospitals Beware 

This actually happened. A patient 
whom we shall call Mr. McSnoot 
was feeling very low one morning 
and his condition was not improved 
by the realization that the hospital 
reports were always “Improving 
nicely”” “Had a good night”, etc. 
Reaching for his phone he got an 
outside line and called the charge 
nurse on his floor. She gave the un- 
known inquirer a glowing account of 
how well Mr. McSnoot was doing 
and how much improvement he was 
showing, 

His interruption was a plasphe- 
mous one—to torrid for repetition. 

“Who is speaking ?” she demanded. 

“Mr. McSnoot!” he snapped, and 
hung up. 
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New Rulings by Control Boards 


Coupon Banking System 


HE bankers can no longer 

smile at the druggists with 

their sandwich counters antl 
lending libraries, for they themselves 
have now gone into the business of 
dispensing butter, sugar, tea and cof- 
fee. Perhaps by our next issue we 
shall even be able to refer to our 
banker as “a_ big  butter-and-egg 
man”, 

Administrator of Consumer Ra- 
tioning L. B. Unwin has announced 
a new ration coupon banking scheme, 
effective March Ist and applicable to 
ali public caterers, restaurants, hotels 
and institutions. 

Under the new plan all quotas will 
be stated in terms of coupons rather 
than pounds, because the medium of 
all coupon banking is the coupon. 
Thus, 200 pounds of sugar will be 
stated as 200 coupons; 25 pounds of 
tea will be stated as 200 coupons, 100 
pounds of coffee as 200 coupons and 
100 pounds of butter as 200 coupons. 


Every quota user will have a refer- 
ence number allotted to him by the 
Ration Administration, which num- 
ber must always be used in all cor- 
respondence with the Ration Admin- 
istration and with the suppliers of 
rationed commodities. Furthermore, 
any business enterprise must always 
use the same official name in all such 
correspondence. The reason for this 
is to avoid duplication of the same 
firm under different names. 

Having received a quota authoriza- 
tion, the customer takes it to his 
bank, fills out the application form, 
and three ration accounts will be 
opened for him—for sugar, tea and 
coffee and butter. He will then re- 
ceive from his bank a supply of 
“ration- cheques” and “ration deposit 
slips”. These are also made out in 
terms of coupons rather than 
pounds. The bank will supply the 
customer with a simple schedule to 
enable him to calculate his coupons 
rapidly. 


The*customer will then have on de- 
posit at the ration coupon bank de- 
partment of his local bank credits for 
a month’s quota of sugar, tea, coffee 
and butter. It must be kept in mind 
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that the quota authorization must not 
be deposited before the first of the 
month for which the quota is allotted, 
but must be deposited before the end 
of that month. 

In purchasing rationed commod- 
ities from suppliers, a customer 
merely issues “ration cheques” for 
the necessary coupon values, frac- 
tions of coupons being not allowed. 
Under this sysiem quota users may 
do business with any supplier they 
wish. (Note change). The usual 
money cheques must, of course, be 
issued in payment for the commod- 
ities received. 

With the adoption of the ration 
coupon banking system the chartered 
banks of Canada are rendering still 
another valued wartime service in 
convenience, efficiency and economy 
to the public and to the Ration Ad- 
ministration of the Wartime Prices 
and Trade Board. 

It is our understanding that this 
arrangement is applicable to hospitals. 
At the time of writing a number of 
hospitals had already received their 
notices from the government. We are 
informed that hospitals are expected 
to keep within their quota allowance, 
but that the situation arising from 
unusual demands upon hospital sup- 
plies will receive sympathetic consid- 
eration. Coupons will be collected as 
usual and forwarded to Ottawa. If 
not clear respecting details, hospitals 
should communicate with their re- 
gional director of Consumer Ration- 
ing. 

Charges for Meals 

In our issue of March, 1942, p. 25, 
it was stated that inclusive rates 
charged by hospitals, including meals, 
are exempt from the provisions of 
the Maximum Prices Regulations, 
but that the price ceiling was applic- 
able to meals served to doctors and 
visitors and to those nurses who may 
or may not be in residence but for 
whose meals a charge is made. 

The Wartime Prices and Trade 
Board has now permitted minor in- 
creases in the price of meals and bev- 
erages, effective February 15th, 1943. 
This was designed primarily to give 
relief to restaurant keepers affected 


by the interim increase in the cost of 
serving meals, but would appear to 
be applicable also to those meals 
served in hospitals for which the 
rate has been fixed as above. 

This Order provides that a res- 
taurant keeper may: 

(a) discontinue serving a beverage 
as part of a table d’hote meal without 
thereby being required to reduce the 
price of the meal ; 

(b) increase the price of a table 
d’hote meal by not more than five 
cents (5c) if at the customer’s re- 
quest he serves a beverage with the 
meal. 

The Order further provides that: 

(c) a restaurant keeper or public 
caterer who previously suupplied tea 
or coffee a la carte at a price less 
than ten cents (10c) per serving may 
increase the price thereof when sup- 
plied a la carte to NOT MORE 
THAN TEN CENTS (10c) PER 
SERVING of a similar quantity. 


Protein Milk Powder to be Available 
Recently certain of our hospitals 
were informed that protein milk 
would no longer be available. As this 
would have been a serious matter, 
both for children’s hospitals and for 
private practice, inquiry was made 
of the Foods Administration of the 
Wartime Prices and Trade Board. 

We have been informed by Mr. 
Clive Planta, Secretary, Foods Ad- 
ministration, that “No .regulations 
have been issued by the Foods Ad- 
ministration which would result in 
the curtailment of this product”. The 
Foods Administration wired the 
firms that manufacture protein or 
casein milk and has been assured that 
the manufacturers do not intend to 
discontinue the manufacture of this 
product. 

The difficulty would seem to have 
arisen because of the temporary 
shortage of one of the firms. We ap- 
preciate very much the prompt action 
of the Foods Administration. 


Urological Award Deferred 
The $500 Research Prize annually 
offered by the American Urological 
Association will not be awarded this 
year. 
Plans for the June meeting of the 
American Urological Association in 
St. Louis have been cancelled. 
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Really efficient...and comfortable 


@ No longer need truly effective yet comfortable masking be a 
hospital problem. Bauer & Black research in masking developed 
for Curity Surgical Masks a specially woven inner filter fabric 
that actually traps droplets, carriers of naso-pharyngeal bacteria. 
Scientifically located tie-tapes keep the mask drawn tightly ( 





ga e 





against the cheeks and chin, a flexible metal nosepiece molds its 
upper edge tightly against the bridge of the nose and helps keep 
glasses from fogging. ( : rt 
use—the Curity Surgical Mask is economical for general hospi- RES. my 
tal use, helps in the conservation of vitally needed materials. 
During this season of respiratory infection, the protection of 
patient’s welfare. 
BAUER & BLACK 
Division of The Kendall Company (Canada) Limited 


Because of its unusual durability and efficiency even after long 
the Curity Surgical Mask is of particular importance to the | of 
Leaside, Toronto, Ontario 





wPaeeerines: <« SURG iCaL Ur roR TS «= SUTURES 


MARCH, 1943 47 














With The 
Al lianied 











Moncton 


At the recent Annual Meeting of 
the Ladies’ Aid of Moncton City Hos- 
pital in Moncton, N.B., last year’s 
slate of officers was re-elected. This 
includes Mrs. E. W. Givan as Presi- 
dent and Mrs. Mullenger as secre- 
tary. 

The usual work of the auxiliary 
has been well kept up, and the splen- 
did donation of $225.00 from the 
Junior Nurses Aid was a highlight 
of the year. 

The auxiliary has concentrated on 
providing comforts and treats for the 
ward patients. These included well- 
filled stockings at Christmas and a 
quantity of linen purchased during 
the year. 


Saint John 

A most gratifying report on the 
work of the auxiliary during the past 
year was presented at the Annual 
Meeting of the Women’s Hospital 
Aid of the Saint John General and 
Tuberculosis Hospitals. 

Membership totalled 1,334, being 
117 more than in the previous year. 
As well as the usual work of visiting, 
sewing, etc., undertaken in past 
years, it was noted that two new ser- 
vices had been successfully intro- 
duced. Both of these are war meas- 
ures taking over duties formerly per- 
formed by nurses—the arranging of 
flowers for patients in the General 
Hospital and the filling of candy 
bags at Christmas. 

The officers of the Aid were re- 
elected by acclamation, with Mrs. 
Percy N. Woodley retaining the 
office of President. 





Over 6,000 Donors Weekly 

Over 6,000 donors are contributing 
blood each week, according to Dr. 
F. W. Routley, National Commis- 
sioner of the Canadian Red Cross. 
This blood is now being processed at 
the Connaught Laboratories and is 
being made available for war pur- 
poses. The processing facilities have 
now been so extended that blood 
from as high as 12,000 donors a 
week can be prepared for. shipment. 
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Shift of Six Millions 
Creates Serious Problems 

Six million people have been 
shifted to other communities by the 
development of war industries, stated 
Dr. Thomas Parran, Surgeon Gen- 
eral, U.S. Public Health Service, at 
the annual congress on Medical Edu- 
cation and Licensure in Chicago. 
This has created tremendous prob- 
lems with respect to housing, sanita- 
tion, health care, education, etc. 

He outlined the efforts which the 
U.S.P.H.S. was making to meet con- 
ditions in rural as well as urban com- 
munities. If a community cannot ob- 
tain medical assistance in any other 
way, they have frequently solved the 
problem by commissioning a doctor 








in the U.S.P.H.S. and sending him 
to serve in that community. (This 
might be a solution for the problems 
of rural medicine in Canada.) 

With respect to the possibility of a 
return of flu in epidemic form, Dr. 
Parran stated that there were no pre- 
monitory signs as yet of the outbreak 
of such an epidemic, but one would 
be rash indeed to say that it was not 
likely to come. 

As for the post-war period, it is 
quite probable that there will be very 
extensive public health work to be 
done. For many years conditions all 
over the world will require such ex- 
tensive re-organization and recon- 
struction that demands on the service 
will continue with little diminution. 











< 





Correspondence 


> 








Training Engineers 
To the Editor: 

The article “Hospitals Must Help 
to Train Own Engineers”, by Ver- 
non Pearson, appearing in the Jan- 
uary issue of The Canadian Hospital 
is timely and will no doubt strike a 
responsive note among many hos- 
pital executives. 

In the Winnipeg Municipal Hos- 
pitals it has long been a practice to 
engage likely young men as power- 
house helpers and train them to qual- 
ify as firemen and engineers. Every 
encouragement is given to these men 
tc improve their standing and par- 
ticular emphasis is placed on the cor- 
respondence courses for operating 
engineers provided by the Depart- 
ment of Education of Manitoba. No 
impediment is put in the way of a 
man who, as a result of his improved 
standing, may be offered a more lu- 
crative position by another employer 
and two men who bettered their 
standing while in our employ now 
hold responsible positions elsewhere. 
This attitude appears to have assisted 
in attracting suitable men. 

As a result of the policy above de- 
scribed we now have on our power- 
house staff men who, during their 
employment here, improved their 
standing as follows: 

One from 2nd class to Ist class 
engineer. 

Two from 3rd class to 2nd class 
engineers. 


Four successively passed 3rd class 
examinations. 
Yours very truly, 
“D. M., Cox” 
Secretary and Manager 
Winnipeg Municipal Hospitals. 





Canadian Health Plans 
Discussed at A.M.A. Meeting: 


“Close to 32 per cent of our Cana- 
dian doctors are now in uniform”, : 
stated Dr. T. C. Routley, General : 
Secretary of the Canadian Medical 
Association at the Annual Congress 
on Medical Education and Licensure 
of the American Medical Association 
in Chicago on February 15th and 
16th. 

“Ten per cent of our population 
are in war industry. The health of 
these individuals is being closely 
checked at the present time”. In an 
endeavour to analyze the health needs 
of the civilian as well as the military 
population, an extensive national 
health survey is about to be made. 

Indicating that the Canadian Med- 
ical Procurement and Assignment 
Board must help the individual make 
a decision as to where he could best 
serve his country, Dr. Routley, who 
is also Secretary of that Board, stated 
that “we cannot afford to dry up or 
impair the flow of medical man- 
power. Medical schools must be pro- 
tected against the serious depletion 
of their staffs”. 
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/ Sulfanilamide _ 
in STERILOPES 


TRADE MARK 


* STERILE ENVELOPES 
OF SULFANILAMIDE 






Asporr’s are proud to announce 
their new “STERILOPES” of Sulfanilamide 
which are special double envelopes containing 
sterile sulfanilamide powder in a freely-flowing 
granular form suitable for local application to 
wounds, or for other purposes in surgery where 
such sterile powders are indicated. 


“STERILOPES” is the Abbott trade mark 
for this type of package which makes it feasible 
to deliver sulfanilamide into the surgeon’s 
hands in an entirely sterile condition. Each 
Sterilope consists of an outer sealed envelope 
and an inner sealed envelope with sifter-top, 
and containing 5 grams of sterile sulfanilamide 
powder. Sterilopes Sulfanilamide, Abbott are 
available in packages of 6 and 25, Literature is 
available upon request. 





1—The outer sealed envelope of a Sulfanilamide Sterilope is 
opened by pulling outward on the top flap. 


2— By pressing in the edges of the outer envelope a wide opening 
is made, so that the inner envelope can be removed easily. 
: 3— The glassine hood which protects the sifter-top of every 
Sulfanilamide Sterilope is then removed with sterile forceps. 


LABORATORIES LIMITED 4— By compressing the sides of the inner a the small 
ole 


granules can be sifted through the perforated s into the 


20 BATES ROAD, MONTREAL wound. 
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Less Difficulty in Employing 
Part-time Workers Sought 
Every Man and Woman Should Work 


At a meeting of the Board of Di- 
rectors of the Ontario Hospital Asso- 
ciation on February 25th, a resolu- 
tion was passed stating that in the 
opinion of the Association the time 
has come when every able-bodied 
man and woman in Canada should be 
employed in essential services. If this 
were done, most of the difficulty ex- 
perienced by hospitals and other 
essential services in obtaining help 
would be overcome. 

In its preamble the resolution 
stated that the situation with regard 
to domestic and general maintenance 
staffs has become extremely acute, 
and that although these institutions 
are providing essential services for 
the Canadian forces, their families 
and war workers as well as civilians, 
the hospital services cannot be main- 
tained unless assistance be provided 
at once. The federal government is 
urged to take immediate action to re- 
lieve the very serious situation in 
which Canadian hospitals now find 
themselves due to the shortage of 
help. 

In the discussion it was pointed 
out that the hospitals have already 
done a great deal to bring their wages 
and emoluments up to prevailing 


standards, but have found it difficult 
to compete against certain industries 
paying greatly inflated wages and 
salaries for both skilled and unskilled 
positions. If hospitals must continue 
to raise wages and salaries to meet 
inflated war industry scales, it will be 
necessary for both the provincial 
government and the municipalities to 
increase their support of hospitals. 

In speaking of the desirability that 
every able-bodied man and woman in 
Canada should be employed in essen- 
tial services, one director from a 
city with several military establish- 
ments stated that one important loss 
to Canadian effort was in the num- 
ber of young women married to sol- 
diers, who are in good health and 
have no responsibilities, yet whose 
major afternoon activity seems to be 
the trying on of hats. 

At the present time part-time 
workers must get a permit to work 
more than three days a week. Many 
of these workers would be glad to 
work more days a week if it would 
help the hospitals. The Canadian 
Hospital Council was asked to make 
representations to the Department of 
Labour to have this restriction re- 
moved or simplified. 





Book Rebiew 


FUNDAMENTALS OF IMMUNOL- 
OGY—By William C. Boyd, Ph.D., 
Associate Professor of Biochemistry, 
Boston University. Pp. 446, illust. 
Price $5.50. Interscience Publishers, 
Inc., New York. 1943. : 

In this publication the author has 
succeeded admirably in portraying the 
fundamentals of immunology for medi- 
cal students who require to understand 
the basic principles of the science. The 
role of serology is emphasized and the 
whole subject is surveyed from the 
point of view of the biochemist. 

In the first four chapters the discus- 
sion centres around antigens and anti- 
bodies in general, and in the sixth 
their reactions are reviewed. In these, 
and in the other sections, the principles 
and the practice of immunology are re- 
viewed concisely and lucidly. Of special 
value is the last chapter which deals 
with laboratory and clinical technique. 

This book can be unhesitatingly 
recommended to those concerned with 
the study and practice of immunology. 
It will make a valuable addition to the 
library of a first-class hospital labora- 
tory. —G. S. 
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Hospitals in Britain 
(Concluded from page 43) 
suitable for the administration of the 
public services alloted to it, be these 
services large scale or small scale”, 

and 

“that the financial resources of the 
area, whether derived from rates, 
exchequer contributions or other 
revenues, were adequate to meet the 
reasonable expenditure of the author- 
ity without causing an undue finan- 
cial burden upon the ratepayers while 
at the same time ensuring adminis- 
trative and technical staffs of the 
calibre required by the services.” 

These principles are closely related 
to proposals for regionalization to 
which I referred some time ago 
(November, 1941), but since then 
the Ministry of Health has depre- 
cated the use of the word ‘regional- 
ization’ with the result that there has 


been loss of popularity of the idea 
connoted by it. 

It still remains true, as I said then, 
that hospitals “may fairly be cited 
as an example of the services which 
it is practically convenient to organ- 
ize on a larger area in order to secure 
the full and economic use of expen- 
sive technical equipment”. Whether 
the same can be said about health 
services is quite another matter, as 
they require an intimate knowledge 
of local conditions and people. Per- 
haps the most important factor of all 
in financing the health organization 
is not the amount of expenditure nor 
who provides it, but that full value 
should be obtained for the benefit of 
the community. In the midst of the 
waste of millions a day on war this 
may be overlooked. But in the saner 
days which we hope may be coming, 
it should be recognized as, in more 
than one sense of the word, vital. 


Chicago Conference 
(Concluded from page 39) 
triangle, with “Hospital Worker” in 
large letters across the top, with a 
caduceus in the centre and with the 
inscription “Hospital work is war 
work”, Further details must be ar- 
ranged before its issuance, but ten- 
tative orders were being taken. (A 
similar badge was urged some months 
ago by the Canadian Hospital Coun- 
cil but, as far as we know, no action 

has yet been taken at Ottawa.) 


A.H.A. Meeting Probable 
Although any decisions are subject 
to short notice changes due to war- 
time exigencies, there is a probabil- 
ity that the American Hospital Asso- 
ciation convention will be held this 
fall. The officers of state and other 
associations present at the Confer- 
ence voted in favour of such action. 
Although Buffalo has been in mind 
for some time as the likely city, no 
decision will be made until after a 
thorough re-check of the anticipated 

hotel and auditorium facilities. 


New Superintendent for 
Metropolitan at Windsor 


Miss Valerie T. Drope, R.N., has 
been appointed superintendent of the 
Metropolitan Hospital at Windsor, 
Ont. Miss Drope has been assistant 
superintendent for the past four 
years. 
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POST-OPERATIVE DRESSINGS 


Most of the difficulties of dressing an operation wound are avoided 
by the use of ‘Elastoplast,’ which holds the dressing firmly in place. 
This facilitates inspection, and permits daily bathing, while the 


dressings can be left undisturbed as long as necessary. & 


Elastoplast 


SMITH & NEPHEW LTD., 378, St. Paul Street West, Montreal 


‘Elastoplast’ Bandages and Plasters are made in England by T. J. Smith and Nephew, Ltd., Huil 
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Education of Housekeepers 
(Continued from page 35) 


special formulas and special results 
for their particular brands. One is 
justified in questioning many of 
these general claims for superiority 
resulting from such a mixture, al- 
thought it is quite possible that cer- 
tain mixtures are superior to the 
straight trisodium phosphate for cer- 
tain specific purposes. 

Trisodium phosphate is especially 
good for emulsifying oils and 
greases. For ordinary use a table- 
spoon per gallon of warm water will 
make a solution that will serve most 
cleaning purposes. It may be used 
for washing woodwork, painted 
walls, furniture, floors, dishes and 
windows. Since it does emulsify oils 
it is not recommended for linoleum 
floors, and too strong solutions will 
injure painted or varnished surfaces. 


Toilet Bow! Cleaner 

Various trade brand products are 
offered for the purpose of making 
the cleaning of toilet bowls a more 
agreeable task. In our opinion there 
should be little need for special clean- 
ers of this type as the daily cleaning 


of toilet bowls should prevent the 
accumulation of filth or the dis- 
colouration of bowls. However, if 
some people believe they should have 
a special material of this general type, 
they can purchase sodium bisulphate, 
or crude grade of niter cake, at a 
low cost as compared with the trade 
brand products. This material is the 
chief ingredient in many of the com- 
mercial toilet bowl cleaners. Triso- 
dium phosphate also may be used as 
a bowl cleaner with success. 


Scrubbing Compounds 

Scrubbing compounds are offered 
under many quaint names. Some of 
them are little more than soft soap, 
or perhaps soap adulterated with 
some form of soda. Descriptions of 
their magical power are fascinating. 
If words are not sufficient to per- 
suade you, a “spot” test on a dirty 
floor will show you how remarkable 
the material is. Of course, you can 
make a “spot” test on a dirty surface 
using nothing but water, or perhaps 
some water with ordinary soap or 
some form of soda, and find a sur- 
prising difference. 

The consumer can make a scrub- 
bing compound that will compare 


favourably with at least some of the 
proprietary products by simply add- 
ing two pounds of soft soap and one 
pound of trisodium phosphate to a 
gallon of hot water. These are 
stirred until the ingredients dissolve 
and the solution becomes syrupy. 
After a day or two it has the consist- 
ency of honey. A cupful of this com- 
pound to a pail of warm water will 
make a good cleaning solution for 
many purposes. If a stronger com- 
pound is desired, the amount of tri- 
sodium phosphate used in the for- 
mula may be doubled. If you like 
the odour of pine oil you may add a 
small measure of this oil to your 
home-made scrubbing compound. 
With proper imagination you may be 
able to believe this odour gives your 
compound a stronger disinfecting 
quality. 
Floor Waxes 

Floor waxes are now more reason- 
able in price than was the case only 
a few years ago. Perhaps the devel- 
opment of the newer type of water 
wax is responsible for this reduction 
in price, for the water wax certainly 
is a simple product and cheaper to 
manufacture than the older type of 
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149 KING ST. WEST - : 


Take Goad Care of Your 
| KITCHEN AND SERVERY EQUIPMENT |;, 


While our complete facilities are being devoted just now 
to the needs of the Government, we wish to assure you that 
we still are prepared to assist you in every way in main- 
taining the efficiency of your present equipment. 


Take good care of your Kitchen — Call us in when we can be 
of Service to you. 


*! WROUGHT IRON RANGE COMPANY, LIMITED |* 
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FREE! SEND FoR YOUR Copy! 


GERMA-MEDICA 


The Favourite Surgical Soap 


BABY-SAN 
Most Popular of Baby Soaps 
LINO-SAN 
Liquid Cleansing Soap 
WEATHERALL Water 


¢ WwW 
If you are looking for a NEW or IMPROVED wash- Dispersed 


room formula that will help you conserve bleach 
materials, economize on soap and turn out better work, For All Types of Floors 


you should have this NEW OAKITE DIGEST outlining 
six soap-saving formulas. 







Soap - Saving 
Washroom 
Formulas 






All are performance-proved. Based on the average suc- A FULL LINE OF GUARANTEED SANITATION 


cessful experience of many hospital and other institu- AND MAINTENANCE 
tional laundries, they are providing marked improve- PRODUCTS 
ments and economies in laundering linens, flatwork, uni- | 

forms and patients’ apparel. Write today to our nearby 


FREE cope Representative listed below for your H U N Tl N GT O N L AB OR AT O R i E S 











OAKITE PRODUCTS OF CANADA, LTD. OF CANADA LIMITED 
Technical Service Representatives: 
3. J, FITZSIMMONS. 65 Front St. E., Toronto, Ont. Tel. Elgin 7655 Head Office: 72-76 DUCHESS STREET 
oY: EM N..1 Van Horne Ave., Montreal, Que. Tel. Crescent 1143 TORONTO, CANADA 





W. DAY...... 1 Van Horne Ave., Montreal, Que. Tel. Crescent 1143 


abe pias Base Line West, London, Ont. Tel. Metcalf 2595 | 
aL — | Resident Representatives at: Halifax, Montreal, Winnipeg, Regina, 


Calgary, Edmonton, Vancouver 











VICEROY 
Ruswoop 


TONMET -) SEATS 


MADE IN CANADA 





Long Life . . . Low Maintenance . . . Good Appearance . . . Sanita- 
tion . . . These qualities have made Viceroy Rubwood Toilet Seats 
preferred by architects, building contractors and plant engineers 
everywhere. We regret our inability to fill orders while the war con- 
tinues. We suggest, however, that you keep Viceroy Rubwood Toilet 
Seats in mind when considering post-war building plans. Economy 
recommends them. 





This cross-section view shows the construction of 


Viceroy Rubwood Toilet Seats. The core, built up SN ERR RINARRLEY cE 
of alternate layers of plywood and rubber, in 

which the five layers of wood are placed with 4 

grain crossed, is vulcanized together under tre- 


mendous heat and pressure. A thick, hard rubber 
covering is then vulcanized to the core and highly 





polished, forming a one-piece unit that is inde- MANUFACTURING COMPANY, LIMITED 
structible, resistant to acids and the strongest dis- 
infectant and will not absorb moisture or odors. WEST TORONTO — CANADA 
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floor wax using naphtha or turpen- 
tine as the solvent. It is little more 
than carnauba wax emulsified in 
water. And it is not inflammable, due 
to its water base, which really is a 
mark in its favour. Also, it may be 
used on terrazzo floors without stain- 
ing, and it may be used on rubber 
or asphalt floors without deteriorat- 
ing these substances. These qualities 
do favour the water wax, but we 
forget them all when people come 
into the building and track up and 
remove the wax with their wet shoes, 
which is the case when certain brands 
of water wax are applied. It is only 
fair to state that some of these waxes 
are superior to others in this respect. 


Furniture Polish 

Furniture polish is sold under 
scores of different names. Many 
differ in composition and quality but 
the cheapest ones usually consist 
largely, if not wholly, of mineral or 
paraffin oil with the addition of some 
dye or scent designed to please the 
consumer. Some contain wax and 
others linseed oil. We have used the 
straight pale paraffin oil and also 
light rubbing oil with some degree of 
success. A thin application of this 
oil, rubbed hard to remove the vola- 
tile and greasy matter, leaves a fair 
finish. A better product can be made 
by dissolving two ounces of pow- 
dered carnauba wax in a gallon of 
pale paraffin oil. This wax dissolves 
readily when the oil is hot. We also 
use this pale paraffin oil mixed half 
and half with kerosene, for spraying 
floor mop heads and dusters, to give 
them a so-called ‘“dustless” effect. 

Another simple formula for furni- 
ture polish calls for one pint linseed 
oil, three pints water and one pint 
denatured alcohol. Shake well before 


applying. 


Concrete Floor Hardeners 

If you want a material for harden- 
ing concrete or terrazzo floors, there 
are a number of brand products on 
the market. However, you can make 
your own hardener by purchasing 
magnesium silico fluoride crystals 
and dissolving them in water. Two 
and one-half pounds of these crystals 
to a gallon of water make a stock 
solution. This is mopped or brushed 
on the floor in three applications with 
an interval of 24 hours between 
coats. The first coat has one part of 
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If there is one field in which we 
must still contend with high pres- 
sure salesmen and profuse “bally- 
hoo” it is in the field of certain 
janitor supplies. 





the stock solution with two parts 
water; the second coat has one’ part 
solution with one part water; and 
the third coat has one part solution 
with one-half part water. A gallon 
of your home-made stock solution 
will cost from 30 to 40 cents per 
gallon—the proprietary product may 
cost you $2.00. 


Scouring Powders 

Various brands are offered for 
sale. Some are very gritty and harsh 
and thus are harmful to many sur- 
faces. A simple test is to grind a 
pinch of the powder between two flat 
pieces of glass, such as ordinary glass 
slides. The coarse powder will leave 
very definite abrasions. 

A recommended scouring powder 
for plumbing fixtures consists of 
nothing more than nine or ten parts 
of whiting to one part trisodium 
phosphate. This may be mixed 
locally and kept in small sifter cans 
for easy application. 

In place of the dry powder for 
cleaning plumbing fixtures, we have 
used with success a solution made up 
of 4 ounces of oxalic acid and 2 
pounds of tripoli powder (rotten- 
stone) per gallon of denatured alco- 
hol. This solution has a mild abra- 
sive action, removes rust spots and 
cleans a dirty surface. 


Liquid Soaps 

Liquid soaps for hand washing 
are perhaps less of a “racket” today 
than they were only a few short 
years ago. The better grades gener- 
ally conform to the specification that 
they shall be made up of pure cochin 
coconut oil saponified with potash. 
The denser material of approxi- 
mately 40 per cent anhydrous soap 
content usually is considered the best 
buy and it may be diluted locally to 
about a 15 per cent content by the 
addition of water, preferably dis- 
tilled. Special perfume and colour 
are not necessary, but if you prefer 
them, you ought not have to pay 
any great amount extra for these dis- 
tinctions. One of the larger soap 
making firms in this country is sell- 


ing a 40 per cent liquid soap for 
about 60c a gallon in barrel lots*, 
that has been tested and recommended 
by a reputable independent research 
organization. It doesn’t have a lemon 
odor; it doesn’t have a pretty green 
tint; it doesn’t have a funny name; 
but it’s good soap. 
*Not available in Canada. 
(To be continued) 





The Chilliwack Hospital 
(Concluded from page 29) 


the most modern manner possible. 
There are special terrazzo floors and 
base, tiled walls to a height of 5 feet 
from the floor, and all walls and 
ceilings in the same shade of green 
as the tiles. A special feature is the 
group of reflector type of lamps, 
wherein eleven reflectors are all 
focussed to one point, eliminating all 
possible chance of shadow. A special 
relay system is installed in all oper- 
ating rooms by which lights can be 
instantly switched on should a fuse 
blow out. 

A utility room is provided on each 
floor, as well as a small kitchen for 
the preparation of special diets. 

Glassed-in solariums extend the 
width of the building on the south 
side of the hospital on all three floors. 


The doors to patients’ rooms are 
hinged at three-quarters of their 
width so that beds and stretchers can 
be wheeled out. Small, slatted night 
lights are located near the base of the 
walls in each room. These lights will 
be kept on during the night. A num- 
ber of the private wards and all large 
wards have bathrooms adjoining. 

The whole of the exterior walls 
and all floor and ceiling slabs are in 
reinforced concrete. 

All interior wall partitions on the 
ground floor are of hollow clay tile, 
and all remaining wall partitions 
throughout on other floors are of 
gypsum block. 

All floors are finished with mastic 
tile laid on top of 114” cement finish, 
the operating rooms and case room 
being finished in terrazzo. 

The interior walls are furred in 
2” x 4” lathed with gyproc lath. 

The total cost of the hospital, in- 
cluding architect’s fees but not in- 
cluding furnishings and_ sterilizers 
amounts to $109,000, or 39 cents per 
cubic foot. 
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AUTOCLAVE WANTED 


Suitable for blood donor clinic. Please give full 
particulars. Charlotte M. Attwood, General Hos- 
pital, Stratford, Ont. 








DOCTOR REQUIRED FOR HOSPITAL SHIP 


on British Columbia coast, duties purely medical. 
Further particulars apply by air-mail to Secretary, 
Columbia Coast Mission, 502 Province Building, 
Vancouver. 











WHEEL CHAIRS 








ALL TYPES 
(Agents U.S.A. Gendron Manufacture) 
The 
Catal t 
a VISUALIZER 
EQUIPMENT 
e Co. 
2991 Dundas St. West 
IMMEDIATE 
DELIVERIES Toronto 9 
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and many other 


HOSPITAL 
a CASTERS 


continue to be 
available on 
proper directives. 


Faultless Representatives 
will gladly cooperate in 
advising how best to 
supply your needs. - 


ot : Stake a aca \ ‘ : 
FAULTLESS CASTER CORPORATION 
STRATFORD, ONT. 














FINE CHEMICALS 


MN hinckrodl 


SINCE 1867 
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the individual instance. 





Visitors, Flowers and Phone Calls Discouraged 


As a means of assisting hospitals which find it difficult to be firm 
about visitors, flowers and telephone calls, the Board of Directors of 
the Ontario Hospital Association passed a resolution requesting hos- 
pitals, in view of the shortage of help, to urge their communities to 
reduce as much as possible the visiting of patients, the sending of 
flowers and the use of the telephone. 

It is anticipated that hospitals will find this support of value in 
making local newspaper publicity on these points and in dealing with 








L’Hotel Dieu de Levis 
(Termini du page 27) 


donnés par les médecins de I’institu- 
tion. 

1929 Translation et agrandisse- 
ment de I’hdpital dans un endroit plus 
favorable au développement scientifi- 
que et hygiénique. Outillage adéquat 
et modernisation des services. 

1932 Affiliation 4 1l’Association 
des Hopitaux Catholiques des Etats- 
Unis et du Canada. 

1934 Affiliation de ~l’Ecole a 
l'Université Laval de Quebec. 

1935 L’hopital est reconnu par le 
Département de |’Assistance Publi- 
que (Ministére de la Santé). 

1937 Hopital pleinement ap- 
prouvé par The American College of 
Surgeons. 

1942 Jubilé d’Or de l’Hotel Dieu 
de Lévis—Congrés de la Conférence 
des Hopitaux Catholiques de Quebec, 
tenu a Lévis a cette occasion. Octo- 
bre 14-15-16: grandes fétes du Jubilé 
—messe pontificale—banquets — en- 
trée du cloitre—réceptions. 


Fire Safety 
(Concluded from page 33) 

5. Staff members take part on all 

occasions. 

The engineer should be the chief 
of the fire-fighting forces. Incident- 
ally, it is not advisable to depend too 
much upon outside, volunteer fire- 
fighters. They will probably average 
half an hour to get down to business. 


Inspection 

All public buildings should be kept 
in absolute cleanliness. Remove rub- 
bish from attics, basements and 
closets. Look for combustibles in 
dangerous places. Watch your paint 
shop. Make sure your janitor is really 
keeping the place clean. 
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Bombing 

With respect to the war, the most 
likely attack on Canada will be from 
the air—and with fire. A large load 
of small incendiary bombs could do 
more extensive damage than a few 
large bombs. Therefore it is doubly 
important that our hospital personnel 
be trained to combat fire. 








K. W. Taylor, Secretary of war- 
time Prices and Trade Board, whose 
appointment as Food Administrator 


Canadian Intern Board 
Continues to Function 


We are informed that the Cana- 
dian Intern Board is again function- 
ing on behalf of final year students in 
medical schools with graduate intern- 
ships. 

Contact is now being made with 
the hospitals approved for internship 
and with graduate students. 





Ontario to Hold Convention 

At the meeting of the Board of 
Directors of the Ontario Hospital 
Association in February it was defi- 
nitely decided to proceed with plans 
for holding of the annual convention 
at the Royal York Hotel, Toronto, 
Wednesday to Friday, October 
27-8-9. 

In view of the many problems now 
being faced by hospitals and the 
urgency of discussing various hos- 
pital difficulties, it was agreed that 
the annual meeting should go on un- 
less governmental regulations make 
such impossible. 





Handy Urine-Sugar Test 

A handy and dependable urine- 
sugar test method has been developed 
by W. A. Compton, M.D., Jonas 
Kamlet, Ph.D. and J. M. Treneer of 
Elkhart, Indiana, U.S.A., which re- 
quires no heat and is suitable for 
both laboratory and diabetic patient. 
The complete set can be carried in 
the bag or pocket and a test can be 
made in less than one minute. 

The test consists of merely drop- 
ping a tablet into a test tube of di- 
luted urine, allowing for reaction and 
examining for colour. Estimations 
up to 2% may be made which are 
said to be dependable for regulation 
of diets and insulin dosages. 

A discussion of the test will be 
found in the Journal of the American 











has been announced by Donald Gor- Medical Association, October 10, 
don, Board Chairman. 1942, page 491. 
Price Trends 
(On basis 1926 = 100) 
Yearly 
Average Jan. Dec. Jan. 
1941 1942 1942 1943 
Building and Construction 
Material 107.3 113.1 116.7 116.8 
Consumers’ Goods 
(Wholesale) 91.1 95.3 97.1 96.6 
(On basis 1935-1939 = 100) 
Cost of Living 111.7 115.4 118.8 117.1 
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An Alphabetical Directory of Equipment, Supplies, Building 
Materials and Specialties, with Names of Suppliers. 


ABSORBENT COTTON AND GAUZE 


Bauer & Black, Ltd., Toronto. 

Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Hygiene Products Ltd., Montreal. 

Ingram & Bell Ltd., Toronto. 

Johnson & Johnson, Ltd., Montreal. 
National Cellulose of Canada, Ltd., Toronto. 
Smith & Nephew, Ltd., Montreal. 

J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


ACOUSTICAL TREATMENT 


Armstrong Cork & Insulation Co., Ltd., Montreal. 
Dominion Sound Equipments, Ltd., Montreal. 


ADHESIVE BANDAGES AND PLASTERS 
Smith & Nephew, Ltd., Montreal. 


ADHESIVE PLASTER 
Bauer & Black, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Limited, Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Smith & Nephew, Ltd., Montreal. 
J. Stevens & Son Co., Ltd., Toronto. 


AIR CONDITIONERS, CHEMICAL 
Dustbane Products, Ltd., Ottawa. 
Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


ALCOHOL, RUBBING, DENATURED 


Canadian Industrial Alcohol Co., Ltd., Montreal. 
Gooderham & Worts, Ltd., Toronto. 


ALUMINUM WARE 
Aga Heat (Canada) Ltd., Toronto. 
Aluminum Goods Limited, Toronto. 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Euipment Co., Ltd., Toronto. 
Sully Aluminum, Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


ANAESTHETICS 


J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Limited, Toronto. 

Merck & Co., Ltd., Montreal. 

E. R. Squibb & Sons, of Canada, Ltd., Toronto. 


ANAESTHETICS, LOCAL 
Abbott Laboratories Ltd., Montreal. 


ANAESTHETIC APPARATUS 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Limited, Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


ANALYTICAL CHEMICALS 


Mallinckrodt Chemical Works Ltd. of Canada, Montreal. 


ANTISEPTICS 


Abbott Laboratories Ltd., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 
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Ingram & Bell, Limited, Toronto. 

Kennedy Manufacturing Co., Montreal. 
Lysol (Canada) Ltd., Toronto. 

Parker, White & Heyl, Inc., Toronto. 

Reckitt & Colman (Canada) Ltd., Montreal. 


BABY POWDER 


Johnson & Johnson Ltd., Montreal. 
Merck & Co. Ltd., Montreal. 


BACTERIOLOGICAL APPARATUS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Can., Ltd., Toronto. 
Clay-Adams Co., Inc., New York. 


BANDAGES 


Bauer & Black, Ltd., Toronto. 

Johnson & Johnson, Ltd., Montreal. 
National Cellulose of Canada, Ltd., Toronto. 
Smith & Nephew Ltd., Montreal. 


BANDAGES, CASTEX RIGID 
Bauer & Black, Ltd., Toronto. 


BASKETS, WASTE 


Dustbane Products, Ltd., Ottawa. 
General Steel Wares, Ltd., Toronto. 


BASSINETS 


Arrow Bedding, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 


BATH ROBES 
Corbett-Cowley, Ltd., Toronto. 


BED GOWNS 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


BED SIDES 


T. Eaton Co. Ltd., Toronto. 
Metal Fabricators, Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 


BED SPREADS 


T. Eaton Co. Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 


BEDS, HOSPITAL TYPE 


T. Eaton Co. Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators, Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 


BEDPAN EMPTIER, WASHER AND STERILIZER 
Scanlan-Morris Co., Madison, Wis. 


BEVERAGE COOLERS 


Allen & Hanbury?s Co., Ltd., Lindsay, Ont. 
Coca-Cola Co. of Canada Ltd., Toronto. 


BEVERAGES, FOOD 
Allen & Hanburys Co. Ltd., Lindsay, Ontario. 
Coca-Cola Co. of Canada Ltd., Toronto. 
Vi-Tone Co., Hamilton. 
A. Wander Limited, Peterborough, Ont. 


/ 








— 7 THE BUYERS DIRECTORY ~ ) 





BISCUITS 
Christie Brown & Co., Ltd., Toronto. 


BLACKOUT METHODS 
Geo. H. Hees Son & Co., Ltd., Toronto. 


BLANKETS 


Ayers Limited, Lachute Mills, Que. 
T. Eaton Co., Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 


BLANKET WARMERS 


American Sterilizer Co., Erie, Pa. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Scanlan-Morris Co., Madison, Wis. 


BLOOD PROCUREMENT PUMP UNIT 
Gomco Surgical Mfg. Corpn., Buffalo, N.Y. 


BLOOD TRANSFUSION SETS 


Baxter Laboratories of Canada Ltd., Acton, Ont. 
J. F. Hartz Co. Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


BOOKS, MEDICAL 
Macmillan Co. of Canada, Ltd., Toronto. 


BOOKKEEPING MACHINES 
National Cash Register Co. of Canada Ltd., Toronto. 


BOTTLES, HOT WATER 


Dominion Rubber Co., Ltd., Montreal. 

Hygiene Products, Ltd., Montréal. 

North British Rubber Co. Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


BOVIE UNITS 
Ferranti Electric, Ltd.. Mt. Dennis, Ont. 


BRAN PRODUCTS 
Kellogg Co. of Canada, Ltd., London, Ont. 


BREAD AND MEAT SLICERS 


Berkel Products Co., Ltd., Toronto. 
General Steel Wares Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 


BREAST PUMPS, ELECTRIC 
Gomco Surgical Mfg. Corpn., Buffalo, N.Y. 


BRONCHOSCOPIC PUMP UNITS 
Gomco Surgical Mfg. Corpn., Buffalo, N.Y. 


CABINETS 


Chart, History and Special 
Clay-Adams Co. Inc., New York. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
J. & J. Taylor, Ltd., Toronto. 


CAFETERIA FURNITURE - 
Arnold Banfield & Co., Toronto. 
T. Eaton Co., Ltd., Toronto. 
CALL SYSTEMS 
Northern Electric Co., Ltd., Montreal. 


CANS 
American Can Co., Montreal. 


CAPS AND MASKS 
Johnson & Johnson, Ltd., Montreal. 


CAPS, CAPES—NURSES’ 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
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CARBONATED DRINKS 
Coca-Cola Co. of Canada, Ltd., Toronto. 


CASTERS 


Faultless Caster Corpn., Ltd., Stratford, Ont. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Stewart-Warner-Alemite Corp. of Canada, Ltd., (Bassick 
Division) Belleville, Ont. 

Viceroy Mfg. Co. Ltd., Toronto. 


CATGUT 


Bauer & Black Ltd., Toronto. 

Casgrain & Charbonneau, Ltée., Montreal. 
Davis & Geck, Inc., Brooklyn, N.Y 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Johnson & Johnson, Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wis. 
Surgical Supplies, (Canada) Ltd., Toronto. 


CATHETERS 


Clay-Adams Co., Inc., New York. 

Hygiene Products, Ltd., Montreal. 

Sterling Rubber Co., Ltd., Guelph, Ont. 
Surgical Supplies (Canada) Ltd., Toronto. 


CELLULOSE DRESSINGS 


Bauer & Black, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
National Cellulose of Canada, Ltd., Toronto. 


CHAIRS, METAL 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
CHAIRS, WHEEL 
Visualizer Equipment Co., Toronto. 


CHAIRS, WOOD 
T. Eaton Co., Ltd., Toronto. 


CHAIR CUSHIONS 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Viceroy Mfg. Co. Ltd., Toronto. 

CHARTS, ANATOMICAL 


Clay-Adams Co., Inc., New York. 

Ferranti Electric, Ltd., Mt. Dennis, Ont. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 
CHEMICALS, DARK ROOM 


Ferranti Electric Ltd., Mt. Dennis, Ont. 
Mallinckrodt Chemical Works of Canada Ltd., Montreal. 
Victor X-Ray Corp. of Canada, Ltd., Montreal. 


CHINA 
British & Colonial Trading Co., Ltd., Toronto. 


Cassidy’s Ltd., Toronto. 
CHLOROFORM 


Merck & Co. Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 


CHOCOLATE, HOT DRINK 
C. W. Gibbons, Toronto. 


CHOPPING MACHINES 


General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


CLEANSING TISSUES 


Hygiene Products, Limited, Toronto. 
National Cellulose of Canada, Ltd., Toronto. 
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Specify Bassick Casters 
ON EVERY ROLLING EQUIPMENT ORDER! 


When you order new rolling equipment be sure to 
specify to your supplier “—with Bassick Casters’. 
They are unsurpassed in the essentials of quiet, 
smooth speed and efficiency for all rolling hospital 
equipment. 


The service of our engineering department is 
available to you without cost or obligation .. . 
write today! 


BasSick CASTERS 


Made by 


STEWART-WARNER-ALEMITE CORPORATION 
OF CANADA, LIMITED 





BELLEVILLE ONTARIO 


Canadian Manufacturers of: “South Wind” Car and Aviation Heaters, 
Stewart-Warner Radios, Automotive Hardware, Alemite and Tecalemit 
Lubrication Systems and Equipment. 












“CHRISTIE’S”—THE BUY WORD f | 








FOR QUALITY SODA CRACKERS isan 

The name is your assurance of the purest in- Hazards 

gredients and perfect baking. Order Christie's 

Premium Soda Crackers in 2-lb. packages—plain Mean 

or salted. Their crisp freshness will please the 

most “finicky” patient. More 
Give le Worries | 
Generously 





Whatever the emergency, you will feel re- 
lieved to know a Taylor safe or vault door 
defends your important records and valu- 
ables from fire, theft, or destruction. You 
can confidently concentrate on other matters. 


to the 


CANADIAN 
RED 
CROSS 


For those not equipped a strictly 
limited supply is still available. 


J.6cJ. TAYLGR LIMITED 
ToRONTO SAFE WworKS 


145 Front St. E., Toronto 


Christie's 
ae 2 Elgin 7283 | 
MONTREAL WINNIPEG VANCOUVER | 
MA. 7291 23-496 PA. 9954 





PLAIN OR SALTED 














_ 
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CLEANSING AGENTS 
Floors, Etc. 


Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products Ltd., Montreal 

Kennedy Mfg. Co., Montreal. 

MacCallum Mfg. Co., Toronto. 

Oakite Products of Canada, Ltd., Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


Laundry 

Beaver Laundry Machinery Co., Ltd., Toronto. 
Canadian Hoffman Machinery Co., Ltd., Toronto. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Oakite Products of Canada, Ltd., Toronto. 

CLOTHING, HOSPITAL 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 

COCA-COLA BEVERAGE 
Coca-Cola Co. of Canada Limited, Toronto. 


COFFEE GRINDERS 
Hobart Mfg. Co., Ltd., Toronto. 


COLD STORAGE ROOMS 

Canadian General Electric Co., Ltd., Toronto. 

Universal Cooler Co. of Canada Ltd., Brantford, Ont. 
COLLAR FINISHING PRESSES 

Canadian Hoffman Machinery Co., Ltd., Toronto. 

Canadian Laundry Machinery Co., Ltd., Toronto. 
COLLECTIONS 

Financial Collection Agencies, Toronto. 

Ogilvie & Parker, Ltd., Toronto. 


COLOSTOMY OUTFITS 


Davol Rubber Co., Providence, R.I. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 


COMFORTERS 


Canadian Feather & Mattress Co. of Ottawa, Ltd., Ottawa. 


Corbett-Cowley, Ltd., Toronto. 
Parkhill Bedding Ltd., Winnipeg. 
Sleepmaster, Ltd., Toronto. 

Textile Products Co., Ltd., Toronto. 


CONTROLS, STERILIZER 


A. W. Diack, Detroit. 
J. Stevens & Son Co., Ltd., Toronto. 


CONVEYORS, FOOD 


General Steel Wares, Ltd., Toronto. 

Hospital & Kitchen Equipment Co. Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 

Wrought Iron Range Co. Ltd., Toronto. 


COOKING RANGES 


Aga Heat (Canada) Ltd., Toronto. 

Canadian General Electric Co., Ltd., Toronto. 
Esse Cooker Co. (Canada) Ltd., Montreal. 
General Steel Wares, Limited, Toronto. 
Moffats Limited, Weston, Ont. 

Wrought Iron Range Co., Ltd., Toronto. 


COOKING UTENSILS 


Aga Heat (Canada) Ltd., Toronto. 

Aluminum Goods Limited, Toronto. 

British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s, Ltd., Toronto. 

General Steel Wares, Limited, Toronto. 
Sully Aluminum, Toronto. 
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CORKS, CORK TILE, SPECIALTIES 
Armstrong Cork & Insulation Co. Ltd., Montreal. 


CORN STARCH AND SYRUPS 
Canada Starch Co., Ltd., Montreal. 


COTS, METAL 


T. Eaton Co., Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators, Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 


COTTON, ABSORBENT 
See firms listed under “Absorbent Cotton”. 


CURTAINS, CUBICAL 


Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock,. Ont. 
Surgical Supplies (Canada) Ltd., Toronto. 


CURTAIN AND BLANKET FINISHING EQUIPMENT 


Canadian Hoffman Machinery Co., Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 


CURTAIN MATERIAL 


T. Eaton Co., Ltd., Toronto. 
Geo. H. Hees, Son & Co., Ltd., Toronto. 


CUSHIONS, OPERATING, INVALID 


Dominion Rubber Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


CUSTARD POWDERS 
C. W. Gibbons, 24 Matilda St., Toronto. 


CUTLERY 
British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
McGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


CUTTERS, BANDAGE AND GAUZE 
W. J. Westaway, Ltd., Hamilton. 


DARK ROOM EQUIPMENT 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
Patterson Screen Co., Towanda, Pa. 
Victor X-Ray Corp. of Canada, Ltd., Montreal. 


DEEP THERAPY LAMPS 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 
Victor X-Ray Corp. of Canada, Ltd., Toronto. 


DELICATOR MACHINES 
Berkel Products, Ltd., Toronto. 


DEODORANTS 
Dustbane Products, Ltd., Ottawa, Ont. 
Huntington Laboratories of Canada, Ltd., Toronto. 
ns Products Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


DESKS, NURSES’ STATIONS 
T. Eaton Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 


DESSERTS 
C. W. Gibbons, Toronto. 
R. B. Hayhoe & Co., Toronto. 
The -Junket Folks, Toronto. 
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Thal Gulia Somilhing { 


-»-You can spot it every time 


T TAKES special skill to make a 

thing good. It takes skill to 
make Coca-Cola —the skill that 
comes from a lifetime of prac- 
tice. There’s a finished art that 
goes into its making. 


Ice-cold Coca-Cola is more than just 
thirst-quenching, —it is refreshing. The 
drink whose quality sets it apart in de- 


ici icious and 
licious goodness. Delicious a 


Refreshing 


THE COCA-COLA COMPANY OF CANADA, LIMITED 


MODERN OVENS 


for Today’s Hospital Needs 


The 3-Deck roast oven illustrated is a 
favourite for hospital-kitchen use. Many 
exclusive cooking features have been de- 
veloped to cut shrinkage and waste in 
meats, preserve vitamin and mineral con- 
tents . . . bring out best flavour, texture 
and nourishment that is possible from the 
food . . . at maximum efficiency and 
economy. 

There is a Moffat oven to meet every need 
... 3-deck, 2-deck and 1-deck in large and 
small sizes for roasting, baking, or both. 


Other Moffat Equipment . - + heavy duty 


ranges, deep fat fryers, automatic toasters, hot- 
plates and griddles. 


Write for data sheets M53 and MII2 for small 
ovens... M55-], M55-2, M55-3 for bake ovens. 


Oe L. ah ee, r is ee wie ll j 


\s/ 
(MOFFAT) 
Aa 0 F F A T b L | fe : T E D No. 63-3 Roast Oven 
(suitable for baking) 
WE Se) oN 


write for data sheet M63 
Gerhart. A. Fesk © 
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STERLING GLOVES 


Good Fit at the Finger- 
tips, Palm and Wrist 
Specialists in 


Surgeon’s Gloves 
for Over 30 Years. 










STERLING 
RUBBER CO. 


—— LIMITED —— 
GUELPH - ONTARIO 


The STERLING trade-mark on 


Rubber Goods guarantees all that 
the name implies. 








HOBART FOOD MACHINES 
SAVE VITAL LABOR! 


CAREFUL USE 
WILL KEEP THEM AT 
TOP EFFICIENCY 


Hobart Food Mixers, Potato Peel- 
ers, Dishwashers, Food Cutters, 
Slicing Machines, all play a part 
in Canada’s war production pro- 
gram. Materials that ordinarily 
would go into their manufacture 
are being diverted to the making 
of planes and tanks, ships and 
guns! If you have Hobart equip- 
ment—guard it carefully. Keep it 
at top efficiency so that it will 
serve you faithfully for the dura- 
tion. 








The Hobart Potato 
Peeler is serving on 
the home front and the 
“fighting front.” It is 
helping kitchen opera- 
tors carry on in spite 
of labor shortages — it 
is making “kitchen 
fatigue” lighter for the 


boys in uniform. 


THE HOBART 
MANUFACTURING CO. LTD. | 


119 CHURCH ST., TORONTO 























DEVELOPING TANKS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 


Victor X-Ray Corporation of Canada Ltd., Montreal. 


DIATHERMY APPARATUS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
Surgical Supplies (Canada) Ltd., Toronto. 


Victor X-Ray Corporation of Canada Ltd., Montreal. 


DISHWASHING CLEANERS 


Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 

Oakite Products of Canada, Ltd., Toronto. 


DISHWASHING MACHINES 


G. S. Blakeslee & Co., Ltd., Toronto. 

General Steel Wares, Ltd., Toronto. 

Hobart Mfg. Co., Ltd., Toronto. 

Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


DISINFECTANTS ‘ 


Bard-Parker Co., Inc., Danbury, Conn. 

Dustbane Products, Ltd., Ottawa. 

J. F. Hartz Co., Ltd., Toronto. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Lysol (Canada), Ltd., Toronto. 

MacCallum Mfg. Co., Toronto. 

Reckitt & Colman (Canada) Ltd., Montreal. 

G. H. Wood & Co., Ltd., Toronto. 


DISINFECTORS, METAL 
Canadian Laundry Machinery Co., Ltd., Toronto. 


DISPENSERS 
Liquid Soap 
Dustbane Products, Ltd., Ottawa. 
Huntington Laboratories of Canada, Ltd., Toronto. 


Hygiene Products, Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


DOLLS, HOSPITAL 
Clay-Adams Co., Inc., New York, N.Y. 


DRAINAGE TUBING 


Clay-Adams Co., Inc., New York. 

Dominion Rubber Co., Ltd., Montreal. 

Hygiene Products, Ltd., Toronto. 

Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
Viceroy Mfg. Co., Ltd., Toronto. 


DRESSINGS, SURGICAL 


Bauer & Black Ltd., Toronto. 

Casgrain & Charbonneau, Ltée., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Johnson & Johnson, Ltd., Montreal, Que. 
National Cellulose of Canada, Ltd., Toronto. 
Smith & Nephew, Ltd., Montreal. 

J. Stevens & Son Co., Ltd., Toronto. 


DRUGS, CHEMICALS 
See firms listed under “Pharmaceuticals”. 


DRUG SUNDRIES, RUBBER 
Clay-Adams Co., Inc., New York. 
Dominion Rubber Co., Ltd., Montreal. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
Viceroy Mfg. Co., Ltd., Toronto. 
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VEGETATIVE SPORE 
Test interval (minutes) producing sterility Test interval (hours) producing sterility 
PUS BLOOD PUS BLOOD 
Test organism Test organism 
wet | dry |] wet | dry wet | dry || wet | dry 
Staph. aureus \ Wy \ 2 B, anthrasis 41% 1 1 
Strept. hemolyticus wliuwlwtit. Cl. tetani 18 | 18 | 18 | 18 
Pseudomonas ; : ‘ - 
pyocyanea Vy YY VY, 1 ll Cl. welchii 1 2 4 3 
*Controls negative—did not resist drying 















When used as directed, the Solution will not rust, corrode or 
CONSERVES THE otherwise damage steel instruments, glass or heat-treated 


BUDGETED DOLLAR rubber. 


The Solution is non-injurious to the keen cutting edges of sur- 
gical knives and scissors, and delicate surgical instruments 
. . . thus serving to safeguard the surgeon's and hospital's 
instrument investment. 


The Solution retains its high germicidal effectiveness over 
long periods of use if kept undiluted and free of foreign 
matter. 


Ask your dealer 


PARKER, WHITE & HEYL, INC. 


218 FRONT STREET, EAST, TORONTO 2, ONTARIO, CANADA 
DANBURY, CONNECTICUT, U. S. A. 
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ETHER 


Merck & Co., Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 


FEATHER STERILIZING EQUIPMENT 
Canadian Laundry Machinery Co. Ltd., Toronto. 


FILTERS, CERAMIC 


Combustion Engineering Corp., Ltd., Montreal. 
Crane, Limited, Montreal. 


FIXTURES, ELECTRICAL 
American Sterilizer Co., Erie, Pa. 
Wilmot Castle Co., Rochester, N.Y. 
Northern Electric Co., Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wis. 


FLATWARE, SILVER 


T. Eaton Co., Ltd., Toronto. 
McGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


FLOOR GLIDERS 


Faultless Caster Corp., Stratford, Ont. 

Stewart-Warner-Alemite Corporation of Canada, Ltd., 
(Bassick Div.), Bellevile, Ont. 

Viceroy Mfg. Co., Ltd., Toronto. 


FLOOR POLISH AND WAX 


Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 

S. C. Johnson & Son, Ltd., Brantford, Ont. 
MacCallum Mfg. Co., Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


FLOORING, RUBBER 


Armstrong Cork & Insulation Co. Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


FORCEPS, UTILITY 


Clay-Adams Co., Inc., New York. ve 
Surgical Supplies, (Canada) Ltd., Toronto. 


FRUIT DRINKS 


Citrus Concentrates, Inc., Dunedin, Florida. 
C. W. Gibbons, Toronto. 
Greenspot (Toronto) Co., Toronto. 


FRYERS—DEEP FAT 
Moffats Limited, Weston, Ont. 


FUMIGANTS 


Against Clothes Moths 


Hygiene Products, Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


FURNACES 


Combustion Engineering Corp., Ltd., Montreal. 
Darling Bros., Ltd., Montreal. 


FURNITURE, STEEL, SURGICAL AND WARD 


T. Eaton Co., Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
Scanlan-Morris Co., Madison, Wis. 
Surgical Supplies (Canada) Ltd., Toronto. 


FURNITURE, WOOD 
T. Eaton Co., Ltd., Toronto. 


GAUZE CUTTERS 
W. J. Westaway, Ltd., Hamilton. 


GELATINE DESSERTS 
C. W. Gibbons, Toronto. 








OSPITAL floors take an end- 
less beating. Till the war’s 
wrapped up and the peace won, 
there’ll be no replacements, 
probably. 
Your responsibility, mean- 
while, is to prolong their life. 
This may be done two ways: 
1. By protecting precious floor sur- 
faces with S. C. Johnson & Son’s 
long-wearing TRAFFIC WAX, which 
is a genuine buffing wax for hard 
service. It has atough, wear-resisting 


_ 
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S. C. Johnson & Son, 
Limited 


BRANTFORD, ONTARIO 


Traffic Wax 


film. Seals floor pores against dirt. Is 
available in either liquid or paste. 
2. By treating them with Johnson’s 
NO-BUFF FLOOR FINISH (green 
label). This superb floor protector 
shines as it dries, is an easy, eco- 
nomical treatment for large floor 
areas. Brown Label NO- BUFF has an 
extra water-resistant property. 
Johnson’s Wax Finishes keep 
floors beautiful; helps keep them 
sanitary, by giving dust no cling- 
ing place. We invite you to 
consider them. 


makers of 
No Buff Floor Finish 
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TWO_LHEADS ARE BETTER THAN ONE 


TAKING slight liberty with a common adage, 
we believe that “two tests are better than 

e.” That’s why Cyclopropane Squibb is 
double checked for purity . . . by Chemical 
Analysis and by Biological Test. 

The chemical analysis governs selection of 
raw materials, purification methods used, and 
the purity of the finished product. 

In the biological control test, which is a 
further assurance of quality, we try to ap- 
proximate human anesthesias. The carbon 
dioxide absorption technique is employed on 
unpremedicated rhesus monkeys for two-hour 
periods. Careful observation is made of in- 
duction time, speed of recovery, circulatory 
and respiratory effects, muscular relaxation, 


amount of lacrimation and salivation, and 
any unusual side effects. Samples of the anes- 
thetic mixture are taken at regular intervals 
throughout the anesthesia for determination 
of percentage concentration of Cyclopropane, 
oxygen and carbon dioxide. 

These tests safeguard the high purity of 
Cyclopropane Squibb. Its high quality has 
been demonstrated by extensive clinical ex- 
perience in many of the leading hospitals and 
it is a brand of choice with many anesthetists 
throughout the country. 

Cyclopropane Squibb is available in 40 
(AA) ; 100 (B) ; and 200 (D) gallon special 
light-weight steel cylinders . . . easier to 
handle . . . less costly to ship. 


For literature address, 36 Caledonia Rd., Toronto 
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GLASS-TILE, BLOCKS, SHEETS 
Vitrolite Products of Canada, Ltd., Toronto. 


GLASSWARE 


British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s, Ltd., Toronto. 


GLASSWARE, SURGICAL 


Canadian Laboratory Supplies Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Clay-Adams Co., Inc., New York. 


GLASS, BUILDING 
Pilkington Bros. (Canada) Ltd., Toronto. 


GLASS WASHERS 
Hobart Mfg. Co., Ltd., Toronto. 


GLOVES, SURGEONS,’ NURSES’ 
Canadian Laboratory Supplies, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Ingram & Bell, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
J. Stevens & Son Co., Ltd., Toronto. 


GOWNS: PATIENTS’, OPERATING 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


GRAPEFRUIT JUICE 


Citrus Concentrates, Inc., Dunedin, Florida. 
H. P. Cowan, Toronto. 


HEATERS, HOT WATER 


Combustion Engineering Corp., Ltd., Montreal. 
Crane Limited, Montreal. 





Stn filled yore concentrated 





HEATING EQUIPMENT 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Combustion Engineering Corp., Ltd., Montreal. 
Crane Limited, Montreal. 

HEMORRHOIDAL SPECULUM 


Gomco Surgical Mfg. Corpn., Buffalo, N.Y. 


HOT WATER BOTTLES 


J. F. Hartz Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


HYDRO-THERAPY PLUMBING EQUIPMENT 
Crane Limited, Montreal. 


ICE CREAM MIX 
The Junket Folks, Toronto. 


ICE MAKING EQUIPMENT 
Frigidaire Division, General Motors Corp., Leaside. 
Universal Coolers of Canada, Ltd., Brantford, Ont. 
IDENTIFICATION METHODS 


Linen, etc. 
Applegate Chemical Co., Chicago, IIl. 


Name Sirips 
Johnson & Johnson, Ltd., Montreal. 


Woven Names 
J. & J. Cash, Inc., Belleville, Ont. 
INCUBATORS, BACTERIOLOGICAL 


Canadian Iaboratory Supplies Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


en See fae 
; : ee & 








ORANGE AND GRAPEFRUIT JUICES |am 





For our many friends and customers the recent 


ro 








_ ernment requisitioning of concentrated citrus fruit . 
juices for the armed services will necessitate the more ~ 















home front will be cheerfully borne. 
Whether the present ruling will be modified to per-_ 
mit a limited release of Sunfilled pure concentrated 
Orange and Grapefruit Juices for hospital and institu- 
tional use is unpredictable at this time. Significant, —~ 
however, is the fact that the true-to-fruit qualities and 
economy features of Sunfilled products qualify 
for this distinguished service . . . further justification of 
your continued use when present restrictions are |i 





Canadian Representatives 
Harold P. Cowan Importers Ltd., 42 Church St., Toronto 


CITRUS CONCENTRATES, INC., Dunedin, Florida 
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Actual installation of type E 
stokers in a large Ontario 
Hospitai. 





Steam Production Equipment 
for Hospitals 
that is saving them money 


Today with fuel shortages and uncertain man-power supply, the 
economy and labor saving features of C-E power plant equip- 
ment appeals strongly to those concerned with hospital operat- 
ing costs. 





These Hospitals use 
C. E. EQUIPMENT 


B.C. Provincial Mental Hospital, 
Essondale 


We shall be glad to submit actual figures showing how C-E 
equipment has paid for itself by the savings effected in hospital 


Children’s Memorial Hospital, Montreal 


after hospital. In addition to this, these substantial savings have 
been accompanied by an improved and much more satisfactory 
steam production service. 


Combustion Engineering Corporation is equipped to render a 
complete service in the design, manufacture and installation of 
all types of Fuel Burning and Steam Generation equipment. Our 
engineers will gladly discuss, without obligation, steam produc- 
tion problems with hospital managers and their architects. 


C-E EQUIPMENT INCLUDES: 


C.S.U. Stokers 

Type E Stokers 

Chain Grate Stokers Air Preheaters 

Travelling Grate Stokers Powdered Fuel Equipment 
Oil Burning Equipment 





Fuel Economizers 
Water Cooled Furnaces 





Christie Street Hospital 

Freeport Sanatorium 

Hamilton General Hospital 

Hotel Dieu de St. Valier, Chiceutimi 
Jubilee Hospital 

Metropolitan Hospital 

Montreal General Hospital 

Mount Hamilton Hospital 
Muskoka Hospital for C tives 
New Westminster Hospital 
Ontario Hospital, St. Thomas 
Queen Alexandria Sanatorium 

St. Lawrence Sanatorium 

St. Michael’s Hospital 

Toronto General Hospital 
Tranquille Sanatorium 
Vancouver General Hospital 
Waterloo County House of Refuge 
Wellesley Hospital 

Westminster Hospital 

Weston Sanatorium 

Winnipeg General Hospital 
Women’s College Hospital 
Woodstock General Hospital 
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TO TEMPT THE APPETITE 
OF ees 














SUGGEST 
RENNET-CUSTARDS 


Often it is a problem to include foods in 
the diet which appeal to a convalescent 
appetite, and at the same time are easily 
digested and nourishing. Rennet-custards 
made with the 6 flavors of ‘*JUNKET.” 
RENNET POWDER provide dozens of 
delightful variations, and often are: the 
means of adding important nourishment. 


FREE . .. Ask on your letterhead for our new 
book: “Dietary Uses of Rennet-Custards," 
and for samples of ‘‘Junket'’ Food Products. 

“JUNKET” RENNET POWDER 


6 Flavors—Packed in institutional and household sizes 


“JUNKET” RENNET TABLETS 
Not sweetened or flavored 


“THE ‘JUNKET’ FOLKS” 


CHR. HANSEN'S LABORATORY 
Toronto, Ont. 


-JUNKET 


TRADE-MARK 


RENNET POWDER 

















For Extra Service that Ensures 


Economy in Cooking.... 


SULLY 


CAST 
ALUMIINUM 


Practically indestructible 

Retains a uniform heat for hours 
Has no seams nor rivets — 
absolutely sanitary. 


Continuous savings are made in 
fuel costs and food shrinkage 


Sully Cast Aluminum products in- 
clude Cooking Utensils, Stock Pots, 
Roasters, Meat Pans, Steam Table 
Inserts. 


SULLY ALUMINUM. , 


TORONTO - MONTREAL~ 
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INCUBATORS, BABY 
Scanlan-Morris Co., Madison, Wis. 
Wilmot Castle Co., Rochester, N.Y. 
Surgical Supplies (Canada) Ltd., Toronto. 
INDELIBLE INKS 
Applegate Chemical Co., Chicago, Ill. 


INDUCTOTHERM 
Victor X-Ray Corp. of Canada, Ltd., Montreal. 


INDUSTRIAL VACUUM EQUIPMENT 
Canadian Hoffman Machinery Co., Ltd., Toronto. 


INFANT FOODS 


Canada Starch Co., Ltd., Montreal. 

The Junket Folks, Toronto. 

Vi-Tone Co., Hamilton, Ont. 

John Wyeth & Brother (Canada), Ltd., Windsor. 


INKS, INDELIBLE MARKING 


Applegate Chemical Co., Chicago, III. 
British & Colonial Trading Co., Ltd., Toronto. 


INSECTICIDES 


British & Colonial Trading Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 

MacCallum Mfg. Co., Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


INSTRUMENTS 
Operating 

Bard-Parker Co., Inc. Danbury, Conn. 
Casgrain & Charbonneau, Ltée., Montreal. 
Down Bros., Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Surgical Supplies (Canada), Ltd., Toronto. 


INSULATING MATERIALS 
Armstrong Cork & Insulation Co., Ltd., Montreal. 


INTERCOMMUNICATING SYSTEMS 
Northern Electric Co., Ltd., Montreal. 


INTRAVENOUS ADMINISTRATION APPARATUS 
Macalaster-Bicknell Co., Cambridge, Mass. 


INTRAVENOUS PREPARATION EQUIPMENT 
Macalaster-Bicknell Co., Cambridge, Mass. 


INTRAVENOUS STORAGE CONTAINERS 
Macalaster-Bicknell Co., Cambridge, Mass. 


IODINE SOLUTION 
Canadian Industrial Alcohol Co., Ltd., Montreal. 
Gooderham & Worts, Ltd., Toronto. 


JELLY POWDERS 
C. W. Gibbons, 24 Matilda St., Toronto. 


JUNKET 
The Junket Folks, Toronto. 


KETTLES, STEAM-JACKETED 
Aga Heat (Canada) Ltd., Toronto. 
Aluminum Goods Limited, Toronto. 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Sully Aluminum, Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


KNIVES 
Detachable Blades 


Bard-Parker Co., Inc., Danbury, Conn. 
J. F. Hartz Co., Ltd., Toronto. 
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PRODUCTION OF 
PARENTERAL FLUIDS 


COLLECTION OF 
WHOLE BLOOD 


PREPARATION OF 
HUMAN BLOOD PLASMA 


Fenwal Containers, Teloseal and 
Telovac closures are REUSABLE. 


off the poredd 


Describes in detail the operation 


and care of equipment . formulae - 
suggested technics for preparation, 
processing, storing and administra- 


tion. 
SEND FOR YOUR COPY TODAY 





MACALASTER BICKNELL COMPANY 


243 BROADWAY CAMBRIDGE, MASSACHUSETTS 
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| CANADIAN 
HOSPITAL 
LABORATORIES 





MGT is good policy—it is 
war-time economy to 
purchase your laboratory 
materials direct from the 
original distributor or 
manufacturer. 


~ CENCO are manufactur- 
ers and distributors and 
have been so engaged for 
over forty years. 


CENCO maintains its 
own Research and De- 
velopment Laboratories. 


CENCO is the House of 
Service during these try- 
ing times as in the days of 
peace. 


CENCO is willing to 
serve you at all times. 
























CEntRal Soienniric Company oF CANADA LIMITED, 









SCIENTIFIC th LABORATORY 
INSTRUMENTS  f4NU) = APPARATUS 
129 ADELAIDE ST. w. TORONTO ONTARIO 
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Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 
W. R. Swann & Co., Ltd., Sheffield, Eng. 


LABELS, WOVEN 
J. & J. Cash, Inc., Belleville. 


LABORATORY EQUIPMENT AND SUPPLIES 
Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée.,. Montreal. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Clay-Adams Co., Inc., New York. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


LABORATORY FURNITURE 
Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators, Ltd., Woodstock, Ont. 


LAUNDRY 


Blanketing, Wool 
Ayers Limited, Lachute Mills, Que. 


Equipment, All Kinds, Washers, Ironers 
Beaver Laundry Machinery Co., Ltd., Toronto. 
Canadian Hoffman Machinery Co., Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
J. H. Connor & Son, Ltd., Ottawa, Ont. 


Felt, Wool 
Ayers Limited, Lachute Mills, Que. 


Mechanical Clothing 
Ayers Limited, Lachute Mills, Que. 


Starch 
Beaver Laundry Mach’y Co., Ltd., Toronto. 
Canada Starch Co., Ltd., Montreal. 


Supplies 
Beaver Laundry Mach’y Co., Ltd., Toronto. 
Canadian Hoffman Machinery Co., Ltd., Toronto. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Oakite Products of Canada, Ltd., Toronto. 


LIGHTS, AUTOPSY 
American Sterilizer Co., Erie, Pa. 


LIGHTS 
Operating Room 

American Sterilizer Co., Erie, Pa. 
Castle, Wilmot Co., Rochester, N.Y. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Northern Electric Co., Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wisconsin. 
J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


LIGHTS 
Battery Units—Portable Spotlight 
American Sterilizer Co., Erie, Pa. 
Castle, Wilmot Co., Rochester, N.Y. 
Scanlan-Morris Co., Madison, Wis. 
LINENS, BED 


T. Eaton Co. Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Textile Products Co., Ltd., Toronto. 


LINEN MARKING EQUIPMENT 


Applegate Chemical Co., Chicago, IIl. 
Beaver Laundry Machinery Co., Ltd., Toronto. 
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SURGICAL 
SUPPLIES 


(CANADA) LTD. 
CANADIAN MANUFACTURERS OF 


HOSPITAL EQUIPMENT 


SURGICAL INSTRUMENTS 
FRACTURE EQUIPMENT 
ELECTRIC and STEAM STERILIZERS 


Factory and Showrooms 


SPECIAL X SOAP FLAKES AND : 
POWDERED SOAP B 36! oe ST.E. 


Build your own soap formula by using Special X Flakes and 
Soda. Less expensive than ready-built soaps, yet assures 
best results for flat white work because your formula fits 
local water conditions. Special X Soap Flakes made from 
high grade tallow. Guaranteed to contain not less than 
88% anhydrous soap. Packed in 100 Ib. bags. Also in 
POWDERED form, containing 92% anhydrous soap. 










GOLDEN XXX SOAP CHIPS AND 
POWDERED SOAP New Item 
A dependabl A fa ion, bet- 1 
ter sudsibility, "wicker ining, cleaner ‘hiked work ond Made in Our 
neta tee tube b Toronto 


50 and 100 Ib. bags. 


Factory! 





PHOSFOAM 


A prepared soap for hot water washing of flat white work 
and fast-coloured goods. A dependable, uniform product | 
for power laundries of all types. Recommended for use 
without additional builder. Assures work that is really 
white, fresh, soft, free from odour. Packed in 100 Ib. bags. 


SOILOUT BREAK POWDER 


A new product which, when used in the first operation for 
average washings, loosens more than half the soil and 
stains—without harming fabrics. For additional opera- 
tions, you need add only enough soap to make abundant 
suds. Packed in 50 Ib. bags and 225 Ib. bbls. 


COLGATE’S KWIKSOLV 


A low titre granulated soap for “cold water’ washing 
of fine fabrics and blankets. The only soap available in 





SS-576 


5%" Dressing Forcep 
heavy chromeplated, made 
of finest Spring Steel 











bord = quick-dissolving form. Packed in 100 Ib. | HOSPITAL PRICES: 
TEXOLIVE SOAP | Single dozen lots $7.80 
50 1 Ib. BARS box. A I . Di . “ ” 
pound bar per ates ra onlay semen Bi pe Fas Six less 5% 
furniture, etc. | Twelve “u 77 “u 10% 
WHITE SOAP | 
(Nonperfumed) 
ites elie | SEND US YOUR INQUIRIES for chrome 
adian Government specifica- | or stainless Surgical Instruments 


tions. In 1 oz., 2 oz. and 
4 oz. sizes. Packed 100— 
4 oz., 200—2 oz., 500—1 oz. 





MADE IN CANADA 





COLGATE-PALMOLIVE-PEET CO. 


HOSPITAL DEPT. fe} te], 1 fepme]. ie 


| WRITE FOR OUR NEW GENERAL 
| CATALOGUE 
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APPLEGATE S$ 
INKS& MARKERS 


LINEN SAFETY & CONSERVATION 


are of greatest importance today, and are best 
maintained by using either of these inks. 


APPLEGATE’S 
SILVER - BASE 


INDELIBLE INK 


LASTS THE FULL LIFE OF ALL GOODS 










It is the application of heat to the silver in 
the ink marks that causes a chemical change, 
photographing the ink right into the fibre of 
the goods, and it will NEVER wash out. 







Only Silver-Base Indelible Inks Can Be 
GUARANTEED 
ABSOLUTELY INDELIBLE 














WE WOULD APPRECIATE AN OPPORTUNITY TO QUOTE YOU 








ZANNO INDELIBLE INK 


Does not require heat to set it. Lasts many 
longer than other no-heat inks. If 
cold ink is preferred this ink is worth a trial. 









Both Inks—APPLEGATE’S and ZANNO— 
used with MARKING MACHINE 
and PEN 


APPLEGATE CHEMICAL CO. 
5630 Harper Av., Chicago, Ill. 
Established 1898 


















Hospitals of Any Size 


can purchase 
requirements of 


Standard Record Forms 


at economical quantity 
production prices .... 


WRITE FOR SAMPLES AND PRICE LIST. 





These titles in stock 
“Treatment Being Given” 
“Silence Please” 
“Patient Sleeping” 
“No Visitors Please” 


Hanger Cards 
7% by 4% inches 
punched, corded; choice 
of brown, blue or green. ' 


Special cards, one or a dozen or more made to 
order by our Embosograf process; choice of 
several color combinations; ask for quotations. 


HOSPITAL & MEDICAL RECORDS 
COMPANY 
175 Jarvis Street - - 


Toronto, Canada 
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LINOLEUM, FLOOR 
Armstrong Cork & Insulation Co., Ltd., Montreal. 
Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 
T. Eaton Co., Ltd., Toronto. 


LOCKERS, STEEL 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
LUBRICATING JELLY 
Johnson & Johnson, Ltd., Montreal. 


MARKING MACHINES 
Applegate Chemical Co., Chicago, IIl. 


MASKS 


Gomco Surgical Mfg. Corpn., Buffalo, N.Y. 
Johnson & Johnson, Ltd., Montreal. 


MATERNITY PADS 
Bauer & Black, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
National Cellulose of Canada, Ltd., Toronto. 


MATTRESS COVERS 


Corbett-Cowley, Ltd., Toronto. 
T. Eaton Co., Ltd., Toronto. 
Sleepmaster, Ltd., Toronto. 


MATTRESSES 
Canadian Feather & Mattress Co. of Ottawa, Ltd., Ottawa. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
T. Eaton Co., Ltd., Toronto. 
Parkhill Bedding Ltd., Winnipeg. 
Sleepmaster, Ltd., Toronto. 
Vancouver Bedding, Ltd., Vancouver. 


MECHANOTHERAPY 
Massage Applicators 


Burke Electric & X-Ray Co., Ltd., Toronto. ; 
Victor X-Ray Corporation of Canada, Ltd., Toronto. 


MEDICAL RECORD FORMS 
Hospital & Medical Records Co., Toronto. 


METABOLISM APPARATUS 
Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Central Scientific Co. of Canada, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


METAL 
Rust Proof 


International Nickel Co. of Canada Ltd., Toronto. 
Thos. Firth & John Brown, Ltd., Montreal. 


METAL FURNITURE 
T. Eaton Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
Surgical Supplies (Canada) Ltd., Toronto. 


MILK FOODS 
The Junket Folks, Toronto. 
Vi-Tone Co., Hamilton. 


MIXING MACHINES 
General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


MOPS, COTTON 


British & Colonial Trading Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 
Hygiene Products Ltd., Montreal. 
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Help Avert Adhesive Shortage 


Use for dressings only * use narrower widths 


@ While we foresee no immediate shortage of ‘‘Z O”’ Adhesive Plaster, the 
armed forces of the United Nations have first call on this as well as on all 
other surgical dressings. An important component of adhesive plaster is 
rubber, of which Canada has not enough. 

Conserve every inch of adhesive you can! Use it only for dressings. Use 


narrower widths and fewer strips. This will help avert a shortage. 


MADE IN CANADA 


( LIMITED Gober 


World’s Largest Makers of Surgical Dressings 


















In cases of FEVER 


DEXTROSOL 
Can be your Valuable Ally 


Dextrosol is Pure Dextrose (D-Glu- 
cose) in easily assimilable powder 
form. It is the sugar of the blood, 
a fuel for the body, and a most im- 
portant source of muscular energy. 


PYREXIA 


In case of Pyrexia (Fever—probably of defensive 
character) many functions of the body are disturbed. 
The increased demand for food is usually accom- 
panied by loss of appetite. To maintain body heat 
body tissues are consumed. 

One of the great advances of modern medicine has 
been the use of carbohydrates and Vitamin C to 
supply the necessary calories in easily assimilable 
form and the conservation of the tissues of the body. 
Thirst is induced by the fever and this may be 
allayed by large quantities of fruit juices (Vitamin C) 
containing as much Dextrosol (Pure Dextrose) as is 
required to supply the needed calories and protect 
the liver from toxins. 

Dextrosol is produced in Canada under the most ex- 
acting of hygienic conditions. It is conveniently 
packed in sanitary containers of 1 and 5 Ibs. content. 





EXTROSO 


PURE DEXTROSE 


Conforms to the standards of the British Pharma- 
‘ceutical Codex and U. S. Pharmacopoeia. 
Manufactured by The Canada Starch Co., Limited, 

; Montreal and Toronto. 





Sole Distributors 


THE LEEMING MILES COMPANY, 
MONTREAL 
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MORTUARY EQUIPMENT 
Frigidaire Div., General Motors Sales Corp., Leaside, Ont. 


MOTH REPELLANTS:- 


Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 

Merck & Co., Limited, Montreal. 

G. H. Wood & Co., Ltd., Toronto. 


MOUTH WIPES 


Bauer & Black, Ltd., Toronto. 

Hygiene Products, Ltd., Toronto. 

Johnson & Johnson Ltd., Montreal. 

National Cellulose of Canada, Ltd., Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 


NAMES, WOVEN 
J. & J. Cash, Inc., Belleville. 


NARCOTICS 
Merck & Co., Ltd., Montreal. 


NEEDLES, HYPODERMIC 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Scanlan-Morris Co., Madison, Wis. 
J. Stevens & Son Co., Ltd., Toronto. 


NIPPLES, BABY BOTTLE 
Sterling Rubber Co., Ltd., Guelph, Ont. 


NUTRITIONAL PRODUCTS 
Abbott Laboratories Ltd., Montreal. 
Anglo Canadian Drug Co., Oshawa, Ont. 
Merck & Co., Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 
Frederick Stearns & Co. of Canada, Ltd., Windsor. 
John Wyeth & Brother (Canada), Ltd., Windsor. 


OBSTETRICAL PHANTOMS 
Clay-Adams Co., Inc., New York. 


OBSTETRICAL TABLES 
American Sterilizer Co., Erie, Pa. 
Casgrain & Charbonneau, Ltée., Montreal. 
Metal Fabricators Ltd., Woodstock, Ont. 
Scanlan-Morris Co., Madison, Wis. 
Surgical Supplies (Canada) Ltd., Toronto. 


OFFICE SUPPLIES 
W. J. Gage & Co., Ltd., Toronto. 


OILS, BABY 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 


OILS 
Cooking and Salad 
Canada Starch Co., Ltd., Montreal. 


OIL CLOTH, TABLE AND FLOOR 


Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 
T. Eaton Co., Ltd., Toronto. 


OPERATING TABLE PADS 
Dominion Rubber Co., Ltd.,. Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 


OPERATING ROOM EQUIPMENT 
American Sterilizer Co., Erie, Pa. 
Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Co., Rochester, N.Y. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Scanlan-Morris Co., Madison, Wis. 
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G.M.S. GEL 


(Triple Antiseptic Jelly ) 
® 
ONTAINS Gentian Violet, Malachite 
Green and 5% Sulphathiazole incor- 
porated into an aqueous jelly base, com- 
prising a highly effective antiseptic and _ 
protective dressing for many types of 


BURNS...SKIN-DISEASES ... INFECTED WOUNDS 


The two dyes combined with Sulphathiazole form a unique combination for 
the local treatment of burns and infections caused by gram-positive organisms. 


G. M. S. GEL-—A single application is usually sufficient 
—A soft pliable coagulum is formed 
—Gauze or bandaging is not essential 
—In burns, analgesia is usually immediate 


Please specify G. M. S. Gel- ANCA 
(Triple Antiseptic) 


ANGLO CANADIAN DRUG COMPANY 


MANUFACTURERS OF FINE PHARMACEUTICALS 
#0 .S H-AeW A CAC Ne SAGA 
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MONARCH 


STRING-TIE 


Victory Substitute for Rubber Bands 


| 
| Just Twist the String 
| Around the Button 














This clever device — an 
adaption of the Button 
and String Envelope 
fastener —can be used 
over and over again. 


Samples and Prices Upon Request. 


W. J. Gage & Co., Limited 


TORONTO 
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J. Stevens & Sons Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


ORANGE JUICE, CONCENTRATE 


Citrus Concentrates, Inc., Dunedin, Florida. 
H. P. Cowan, Toronto. 
Green Spot (Toronto) Co., Toronto. 


OVENS, BAKING AND ROASTING 
Aga Heat (Canada) Ltd., Toronto. 
Canadian General Electric Co., Ltd., Toronto. 
Esse Cooker Co. (Canada) Ltd., Montreal. 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


OVERTHROWS, WOOL 
Ayers Limited, Lachute Mills, Que. 
Textile Products Co., Ltd., Toronto. 


PAILS—ENAMELLED, GALVANIZED, WOODEN 


Dustbane Products, Ltd., Ottawa. 
General Steel Wares, Ltd., Toronto. 


PAINTS 


T. Eaton Co., Ltd., Toronto. 
Pilkington Bros. (Canada) Ltd., Toronto. 


PAPER GOODS 
Doilies, Tray Covers, etc. 
Dustbane Products, Ltd., Ottawa. 
E. B. Eddy Co., Ltd., Hull, Que. 
Hygiene Products Ltd., Montreal. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


PAPER, STATIONERY 


E. B. Eddy Co., Ltd., Hull, Que. 
W. J. Gage & Co., Ltd., Toronto. 


PAPER TOWELS—TOILET TISSUES 


Dustbane Products Ltd., Ottawa. 

E. B. Eddy Co., Ltd., Hull, Que. 

Hygiene Products Ltd., Montreal. 

National Cellulose of Canada, Ltd., Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


PAPER, WAXED 
Victoria Paper & Twine Co., Ltd., Toronto. 


PARENTERAL SOLUTIONS 


Abbott Laboratories Limited, Montreal. 

Baxter Laboratories of Canada, Ltd., Acton, Ont. 
J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Frederick Stearns & Co. of Canada, Ltd., Windsor. 
John Wyeth & Brother (Canada), Ltd., Windsor. 


PARENTERAL SOLUTION PREPARATION EQUIPMENT 
Macalaster Bicknell Co., Cambridge, Mass. 


PHANTOMS “OB” 
Clay-Adams Co., Inc., New York, N.Y. 


PHARMACEUTICAL PREPARATIONS 


Abbott Laboratories, Ltd., Montreal. 

Anglo Canadian Drug Co., Oshawa, Ont. 

Casgrain & Charbonneau, Ltée., Montreal. 

Ciba Co., Limited, Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Mallinckrodt Chemical Works, Ltd., of Canada, Montreal. 
Merck & Co., Ltd., Montreal. 

Miles Laboratories, Inc., Elkhart, Indiana. 

E. R. Squibb & Sons, of Canada, Ltd.,, Toronto. 
Frederick Stearns & Co. of Canada, Ltd., Windsor. 
John Wyeth & Brother (Canada), Ltd., Windsor. 
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INTERIOR FINISHES 


Because They Give: 


% MAXIMUM LIGHT REFLECTION 
AND DIFFUSION 


% HIGHEST RESISTANCE TO FUMES, 
DIRT AND MOISTURE 


% UTMOST WASHABILITY AND 
COLOUR RETENTION 


% MINIMUM FIRST COST; LOWEST 





UPKEEP 
Top: Within these portals of <a T isn’t by mere chance that leading Cana- 
t. Michael’s Hospital, To- = : ° x . A 4 
ronto, are light - diffusing, eel dian hospitals and institutions use this 
—- oo loveliest of all interior finishes. SOFTONE 


is used because it combines beauty, pro- 
tective value, reduces lighting costs and has 
washability and durability to a remarkably 
high degree. 

Investigate SOFTONE for your next 
interior paint job. 


Bottom: The Oshawa General 
is another of the many im- 
portant Canadian Hospitals 
in which SOFTONE is used. 


SOFTONE comes in three 
finishes—Flat, (a velvet-like 
texture), Semi - gloss and 
Gloss—to give precisely the 
degree of reflection, diffusion 
and washability for any 
room. 











OSmTIN GREEN 





GLASSITE Clear Finish—another International Varnish product used in sens for 
its resistance to acid, alcohol, alkalis, hot liquids, ammonia, etc. 








neg 9 PAINTS y MADE IN CANADA BY MAIL THIS COUPON TO YOUR NEAREST BRANCH 
INTERNATIONAL VARNISH COMPANY, LIMITED | 
Halifax @ Montreal @ Toronto @ Hamilton @ Winnipeg 
Calgary @ Edmonton @ Vancouver | 
Please send me full details and applications of SOFTONE Interior | 
C 0 M PA N Yy [| M j T 7 i) Finishes and GLASSITE. 
J 











BPUUIIIAL  <ocesucatesescncsecinccevuseineeciisebubennevestaatuebbesagenevieuseiabseventeonsnanpectéeiducdsunnabmianatppanuaseaagheneet 
HALIFAX MONTREAL TORONTO HAMILTON ean 
WINNIPEG CALGARY EDMONTON VANCOUVER l | 
Ne © isis ot 
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Gibbons Quickset Desserts for 15 Years 
have been served only in Canada’s Hos- 
pitals and Institutions. These delicious 
“Cent a Serving” Jellies and Puddings are 


still available to you, exclusively, in 1943. 


Refer to this list for Gibbons Quickset 
popular Desserts. 





Jelly Powders 


WILD CHERRY, LEMON, ORANGE, LIME 
PINEAPPLE, RASPBERRY 


Pudding Powders 


CHOCOLATE, CARAMEL, BUTTERSCOTCH, 
VANILLA 


Lemon Filling 
Ginger Bread Mix 
3-way Custard Powder 


VANILLA 





Assort your order with some of each, rather 
than all of one. 


This assures equitable distribution of these 
sugar rationed products. 


GIBBONS 


QUICKSET DESSERTS 
TORONTO CANADA 


2-24 MATILDA STREET 
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PHOTOGRAPHIC SUPPLIES 


Burke Electric & X-Ray Co., Ltd., Toronto. 

Ferranti Electric, Ltd., Mt. Dennis, Ont. 

Mallinckrodt Chemical Works, Ltd., of Canada, Montreal. 
Victor X-Ray Corporation of Canada, Ltd., Toronto. 


PHYSICAL THERAPY APPARATUS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
Ingram & Bell, Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
Victor X-Ray Corp. of Canada, Ltd.,. Montreal. 


PILLOWS 


Canadian Feather & Mattress Co. of Ottawa, Ltd., Ottawa. 
T. Eaton Co., Ltd., Toronto. 

Geo. H. Hees, Son & Co., Ltd., Toronto. 

Parkhill Bedding, Ltd., Winnipeg. 

Sleepmaster, Ltd., Toronto. 

Textile Products Co., Ltd., Toronto. 


PLASTER OF PARIS 
Johnson & Johnson, Ltd., Montreal. 


PLUMBING—PIPE 
Crane Limited, Montreal. 


POLISH, BRASS 


Dustbane Products, Ltd., Ottawa. 
Kennedy Mfg. Co., Montreal. 


POTATO PEELING MACHINES 


G. S. Blakeslee & Co., Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


| PRE-HEATERS, AIR 


Crane Limited, Montreal. 
Combustion Engineering Corp. Ltd., Montreal. 


PRESCRIPTION SPECIALTIES 
Anglo Canadian Drug Co., Oshawa, Ont. 
Frederick Stearns & Co. of Canada, Ltd., Windsor. 
John Wyeth & Brother (Canada) Ltd., Windsor. 


| PRESSES, WEARING APPAREL 





Canadian Hoffman Machinery Co., Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 


PUDDING POWDERS 
C. W. Gibbons, Toronto. 


PUMPS, VACUUM, ETC. 


Crane Limited, Montreal. 
Darling Bros., Ltd., Montreal. 


QUARTZ LAMPS 


Burke Electric & X-Ray Co., 

J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies, (Canada) Ltd., Toronto. 

Victor X-Ray Corporation of Canada, Ltd., Toronto. 


Ltd., Toronto. 


RADIO SETS 
Stewart-Warner-Alemite Corporation of Canada Ltd., 
Belleville, Ont. 
RANGES 
Coal 


Aga Heat (Canada) Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Teronto. 
Wrought Iron Range Co., Ltd., Toronto. 
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INSTALLED 5 YEARS 





@ IN LOCKWOOD CLINIC, TORONTO, in 
1938, we installed the above Aga Cooking Unit. 
As usual, we guaranteed a saving in fuel costs, 
less meat shrinkage, minimum repair costs, 24- 
hour service, cleanliness for the kitchen. 


Today, in 1943, we are happy to back up this 
generous guarantee by publishing the fact that 
the user is completely satisfied that Aga has lived 
up to every expectation. 


More than 40% of all General Hospitals and 
Sanatoria throughout Ontario have Aga equip- 
ment. The evergrowing popularity of Aga is based 
on the sound foundation of actual performance. 


AGA COOKER 


AGA HEAT (CANADA) LTD., 34 Bloor St. W., Toronto, Ont. 
638 Dorchester St. W., Montreal—1227 Howe St., Vancouver 
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Electric 
General Steel Wares, Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 
Northern Electric Co., Ltd., Montreal. 


Gas 
General Steel Wares, Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


Heavy Duty 
Aga Heat (Canada) Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


REAGENT LABORATORY CHEMICALS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Merck & Co., Ltd., Montreal. 


REFRIGERATORS 
Blood Banks 


Frigidaire Div., General Motors Sales Corpn., Leaside, 
Ontario. 


REFRIGERATORS 


Frigidaire Div., General Motors Sales Corpn., Leaside, 
Ontario. 

General Steel Wares, Ltd., Toronto. 

Moffats, Limited, Weston, Ont. 

Northern Electric Co., Ltd., Montreal. 

Universal Cooler Co. of Canada, Ltd., Brantford, Ont. 


REFRIGERATING MACHINERY 


Frigidaire Div., General Motors Sales Corpn., Leaside, 
Ontario. 

Northern Electric Co., Ltd., Montreal. 

Universal Cooler Co. of Canada, Ltd., Brantford, Ont. 


REPAIRS, SURGICAL INSTRUMENTS 


J. F. Hartz Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


RINGS AND PILLOWS, RUBBER 
Dominion Rubber Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


RUBBER FLOORING 


Armstrong Cork & Insulation Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


RUBBER GLOVES 


Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Dominion Rubber Co., Ltd., Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Hygiene Products, Ltd.. Montreal. Que. 

Ingram & Bell, Ltd., Toronto. 

North British Rubber Co., Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd,, Guelph, Ont. 

J. Stevens & Son Co., Ltd., Toronto. 


RUBBER MARKING INK 
Applegate Chemical Co., Chicago, III. 


RUBBER SHEETING 


Hygiene Products, Ltd., Montreal, Que. 
Stedfast Rubber Co. (Canada) Ltd., Granby, Que. 


RUBBER SUNDRIES 


Casgrain & Charbonneau, Ltée., Montreal. 
Clay-Adams Co., Inc., New York. 
Dominion Rubber Co., Ltd., Montreal. 
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McCLARY FOOD SERVICE EQUIPMENT 


@ Thanks to the kind of planning that wins wars, 
the finest of everything in Canada goes to the fight- 
ing men. That goes for McClary Food Service Equip- 
ment too. For McClary is “on station” in war camps 
and war plants all over Canada doing its duty in 
keeping the boys and workers well fed and healthy. 
While our facilities are being heavily taxed to meet 
these enormous war demands, we can still supply a 
limited number of lines for hospital use. Information 
or advice on Food Service Equipment is yours for 
the asking. Write us. 





“DURATION” TIPS 
1. Keep all equipment clean. 
2. Handle with reasonable care. 
3. Make necessary repairs at once 
and . 
Your McClary Food Service Equipment 
will serve you well. 





McCLARY FOOD 
CONVEYOR 


































LEIiMIiTtTEeD 


MONTREAL - TORONTO - LONDON - WINNIPEG - CALGARY - VANCOUVER 

















@ Low initial cost and low cost of main- 
tenance are two of the many attractive 
features of ARMSTRONG’S ASPHALT 
TILE FLOORING. These, together with 
its enduring quality and its ready adaptation 
to the decorative scheme of the building, 
bring it well into line with today’s require- 
ments. Constant traffic will not destroy its 
beauty for the colour goes through from top 
to bottom. Write for full specifications of 
this economical flooring material. 


ARMSTRONG CORK 
& INSULATION 


COMPANY LIMITED 


MONTREAL TORONTO 
WINNIPEG QUEBEC 
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Why there's a 
SHORTAGE 


of offyers> 


BLANKETS 

















Because the mills of Ayers Limited 
are busily engaged turning out 
Blankets for the Armed Services, 
and because of the Government’s 
restrictions on the use of wool 
for civilian purposes, the supply of 
Ayers All Wool Blankets available 
to our customers is much less than 
required ordinarily. 


There is no surplus stock of Ayers 
on hand but, while we are not ina 
position to fill every order com- 
pletely, we are endeavouring to 
meet the more urgent requirements 
of every Ayers customer. 


WI 


LACHUTE MILLS, P.Q. 
Established 1870 


|S SRE oe a 8 ERS 
84 














DIRECTORY ~ JE 
= — : —— 4g 





(+ THE BUYERS 





Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
North British Rubber Co., Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


RUBBERIZED SILK 
Canadian Industries Ltd., New Toronto, Ont. 
Dominion Rubber Co., Ltd., Montreal. 
Stedfast Rubber Co. (Canada) Ltd., Granby, Que. 
RUGS, TRAVELLING 
Ayers, Limited, Lachute Mills, Que. 
T. Eaton Co., Ltd., Toronto. 
SAFES 
J. & J. Taylor Co., Ltd., Toronto. 


SANITARY NAPKINS 


Bauer & Black, Ltd., Toronto. 

Hygiene Products, Ltd., Montreal. 

Johnson & Johnson Ltd., Montreal. 
National Cellulose of Canada, Ltd., Toronto. 


SCALPEL BLADES 
Bard-Parker Co., Inc., Danbury, Conn. 


Surgical Supplies (Canada) Ltd., Toronto. 
W. R. Swann & Co., Ltd., Sheffield, England. 


SCISSORS 


Renewable Edge 
Bard-Parker Co., Inc., Danbury, Conn. 


SCREEN, BEDSIDE 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 


SCREENS, X-RAY 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
Patterson Screen Co., Towanda, Pa. 
- Victor X-Ray Corp. of Canada Ltd., Toronto. 


SCRUBBING MACHINES 
Dustbane Products Ltd., Ottawa. 
Huntington Laboratories of Canada, Ltd., Toronto. 
MacCallum Mfg. Co., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


SEATS, TOILET 
Viceroy Mfg. Co., Ltd., Toronto. 


SHEETS, BED 
T. Eaton Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Textile Products Co., Ltd., Toronto. 


SHEETING, FOR CASTS 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


SHEETING, RUBBER 
Canadian Industries, Ltd.. New Toronto, Ont. 
Dominion Rubber Co., Ltd,, Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronte. 
Hygiene Products, Ltd., Montreal. 
North British Rubber Co., Ltd., Toronto. 
Stedfast Rubber Co. (Canada) Ltd., Granby, Que. 


SHORT WAVE THERAPY APPARATUS “. 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd:, Mt. Dennis, Ont.  » 
J. F. Hartz Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
Victor X-Ray Corp. of Canada, Ltd., Toronto. 


SIGNS, GLASS 
Vitrolite Products of Canada, Ltd., Toronto. 
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a Symbol ! 


N the containers of all HARTZ 
products—and on the equipment 
and apparatus we sell and service—is 


affixed this constant reminder of our 
obligation to those we serve. 


This Symbol, during the past fifty 
years, has represented all that skill, 
science, loyal employees and capable 
management can jointly achieve. 


If at times various items are not pro- 
curable, or if deliveries are uncertain, 
you can still be assured that the pur- 
pose and spirit behind the HARTZ 
Symbol will remain steadfast. 


THE J. F. HART Z co, LIMITED 


52-34 Grenville St. 


TORONTO 


1454 MeGill College Ave. 
MONTREAI 
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AS a 
Hospital and Institutional 
CROCKERY 
SILVER 


and 


GLASSWARE 


Distributors 





for 


JOHN MADDOCK & SONS, LTD. 
ENGLAND 


We specialize in Institutional Equipment and 
sell direct. May we send you quotations on 
any of the above lines you may require? 


BRITISH & COLONIAL 


TRADING CO. 
LIMITED 


284-286 Brock Avenue 
TORONTO 








AIA 












AE | MAPLE LEAF 
ALCOHOLS 


MEASURE UP! 











wosoitss 


SUPERINTER* 
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a Diccntabic Maple Leaf 

| Alcohols are produced from formulae 

"eae according to Dominion Department 
. 


of Excise Specifications and the 


British Pharmacopoeia. 


These fine products of careful manu- 
facture are tested precisely from raw 
materials to finished products. 


MAPLE LEAF ALCOHOLS Medicinal 
Spirits, Iodine Solution, Absolute 
Ethyl B. P., Rubbing Alcohol, Dena- 
tured Alcohol, Anti-freeze Alcohol, 
Absolute Methy]. 





CANADIAN wx INDUSTRIAL 
ALCOHOL “€ CO. LIMITED ~~ 
Montreal Toronto Corbyville 
Winnipeg Vancouver 
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SILVERWARE 
Hollow and Flatware 
British & Colonial Trading Co. Ltd., Toronto. 
T. Eaton Co., Ltd., Toronto. 
McGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


SINKS, KITCHEN 
Crane, Limited, Montreal. 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


SINKS—WASHUP, SERVICE, LAB. 
Crane Limited, Montreal. 


SLICERS 
See Firms Listed Under Bread and Meat Slicers. 


S.M.A. BABY FOODS 
John Wyeth & Brother (Canada), Ltd., Windsor. 


SOAPS, LIQUID 
Dustbane Products Ltd., Ottawa. 
J. F. Hartz Co., Ltd., Toronto. 
Huntington Laboratories of Can., Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 
Ingram & Bell, Ltd., Toronto. 
MacCallum Mfg. Co., Montreal. 
J. Stevens & Son Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


SOAPS, BABY 
Bauer & Black, Ltd., Toronto. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


SOAPS, CHIP AND POWDERED 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products Ltd., Ottawa. 

Hygiene Products Ltd., Montreal. 


SOAP DISPENSERS 
Dustbane Products Ltd., Ottawa. 
Huntington Laboratories of Can. Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 
MacCallum Mfg. Co., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


SOAPS, TOILET 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 
Kennedy Mfg. Co., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


SOLUTION ROOM EQUIPMENT 
Macalaster Bicknell Co., Cambridge, Mass. 


SOUND PROOFING 
Armstrong Cork & Insulation Co., Ltd., Montreal. 
Dominion Sound Equipments Ltd., Montreal. 


SPIRITS, MEDICINAL 
Canadian Industrial Alcohol Co., Ltd., Montreal. 
Gooderham & Worts, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


SPRINGS, WIRE BED 
Canadian Feather & Mattress Co. of Ottawa, Ltd., Ottawa. 
T. Eaton Co., Ltd., Toronto. 
Parkhill Bedding Ltd., Winnipeg. 
Sleepmaster, Ltd., Toronto. 
Vancouver Bedding Ltd., Vancouver. 


SPUTUM CUP REFILILS 


Hygiene Products Ltd., Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 
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1. Non-Slippery 

2. Water Resistant 

3. Easily Applied 

«lang White THE liquid, self-polishing wax that 
6. Economical stands up under war-time traffic. For 


floors of linoleum, mastic tile, asphalt 
tile, terrazzo, wood. ; 


DUSTBANE 


PRODUCTS LIMITED : 


OTTAWA ¢ MONTREAL * TORONTO « SAINT JOHN * WINNIPEG « VANCOUVER 
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STAINLESS STEEL 


Firth-Vickers Stainless Steels, Ltd., Sheffield, England. 
Thos. Firth & John Brown Ltd., Montreal. 


STAINS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Clay-Adams Co. Inc., New York. 


STEAM SPECIALTIES 


Combustion Engineering Corp., Ltd., Montreal. 
Crane Limited, Montreal. 


STEAMERS 


Aga Heat (Canada) Ltd., Toronto. 
Aluminum Goods Ltd., Toronto. 

Sully Aluminum, Toronto. 

Wrought Iron Range Co., Ltd., Toronto. 


STEREOSCOPES 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 

Victor X-Ray Corporation of Canada Ltd., Toronto. 


STERILIZERS 


American Sterilizer Co., Erie, Pa. 

Canadian Laboratory Supplies, Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Co., Rochester, N.Y. 

Central Scientific Co. of Canada, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Scanlan-Morris Co., ” Madison, Wis. 

J. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 


HIRSCH- ADAMS MULTI - PURPOSE 


AUTOMATIC BI-VALVE 








FOR USE IN: 
of blood plasma, Infiltration, Aspiration, Artificial pneumo- 
thorax, Phlebotomy, Irrigations. 


@ Sidney Hirsch, M.D., New York—Annals of Surgery, February, 1943. 





STERILIZER CONTROLS 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 


STERILIZER SCALE REMOVER 
Oakite Products of Canada, Ltd., Toronto. 


STERILIZER TABLETS 
Wilmot-Castle Co., Rochester, N.Y. 


STILLS, WATER 


American Sterilizer Co., Erie, Pa. 

Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Company, Rochester, N.Y. 
Central Scientific Co. of Canada, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, "Ltd., Toronto. 

Scanlan-Morris Co., Madison, Wis. 

J. Stevens & Son Co., Ltd., Toronto. 


STOKERS, ALL KINDS 
Combustion Engineering Corpn. Ltd., Montreal. 


STRETCHERS, WHEEL 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Scanlan-Morris Co., Madison, Wis. 


SUCTION AND ETHER UNITS 


J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


SURGICAL AND MEDICAL SUPPLY DEALERS 


Casgrain & Charbonneau, Ltée., Montreal. 
Fisher & Burpe, Ltd., Winnipeg. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 








Transfusions, Intravenous Injections, Pooling CLAY- ADAMS C : 


HE HIRSCH-ADAMS Automatic Bi-Valve 

is an ingenious ball valve device originally 
designed for transfusion of citrated blood to 
infants and children. Here it permits the use 
of narrow gauge needles and cuts the time of 
transfusion over that required for the gravity 
feed methods. When the Automatic Bi-Valve 
is connected with a syringe, pulling out of the 
syringe plunger automatically opens the inlet 
valve and closes the outlet valve; and con- 
versely, pushing in the plunger automatically 
closes the inlet valve and opens the outlet valve. 
Arrows indicate the direction of flow. 


When the operation of the Valve is clearly 
understood, its wide range of utility will sug- 
gest itself to you. Standard accessories such as 
most doctors and hospitals already have are 
used: Luer syringes, nine inch lengths of thick 
wall clysis tubing, sinkers, Luer needle adapters 
and standard Luer needles of various smyaee 
and lengths. 


Order from your Surgical Dealer. 








88 


The CANADIAN HOSPITAL 

















THE NEW SHIELDS 


PATENT STEAM PRESSURE STERILIZERS 


The Sterilizer of Tomorrow 


Exclusive Features 
1. The door is opened or closed and locked in a “Jiffy” by means of this 
new type COLD HANDLE, which DOES NOT BURN YOUR HAND. 


2. No danger of improper temperature control, because the ther- 
mometer is set in the LOWEST AND COLDEST PART OF THE 
STERILIZING CHAMBER. 


3. An oversize safety valve which can be set to evacuate the steam 
chamber quickly. 


4. A special safety device returns the water to the generator 
5. A lower and middle shelf supplied. 
6. Made to A. S. M. E. Boiler Code. 


These sterilizers are made of extra heavy cold rolled copper, 
polished outside and heavily tinned inside, or monel metal. 


The steam jacket or double wall extends all around the sterilizing 
chamber excepting the front. 


The door is like a valve seat, having a ground joint, metal to metal, 
which is steam tight without any kind of packing. 


Internal pressure holds the door in place and it cannot be opened 
until all pressure has been removed. 


A loose shelf across the bottom of the chamber is supplied with 
BD. type. The L. H. type has an additional middle shelf. 


These sterilizers are mounted on a heavy iron pipe stand finished 
in aluminum bronze. 


A steam generator is attached below the sterilizer which can be 
operated by either steam coil, gas, or electricity. 





An extra large safety valve is provided and an air eduction valve, 
a pressure gauge showing both temperature and pressure, and a 
thermometer. 


No longer is it necessary to struggle with clamps or locking devices on the door. 
The new COLD HANDLE sterilizer is a marked improvement over former types. As 
the door opens to the left it acts as a protection from the escaping steam. 











Diam. of Door Opening 10” 12” 14” 16” 18” 
Size Number 
Diameter, Approximate ad 21” 23” 26” 28” 
Length, Floor Space 20” 24” 28” 28” 30” 





Canadian Laboratory Supplies Limited 
CANADA’S LEADING LABORATORY SUPPLY HOUSE 


Headquarters in Canada for Laboratory Apparatus and Chemical Reagents 


SAINT JOHN, NB. TORONTO 5, ONT. MONTREAL, QUE. WINNIPEG, MAN. 
108 Prince William Street The Hartz Bldg., 32 Grenville St. 296 St. Paul St. West Phoenix Bldg., 388 Donald St. 
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In total warfare no one is 
spared. 


We may not be able to be 
in the armed services, nor 
ean all of us be employed 
in war industry, but no 
matter what our vocation 
we can contribute good 
work by helping those in 
the fighting services. 


* 


Men and women in the 
Navy, Army and Air 
Force are adequately 
eared for when sick or 
wounded and Metal Craft 
equipment is being used in 
quantities by the Military. 
In addition, the necessary 
rationing of materials has 
reduced our capacity. We 
would like to fill every 
order our customers send 
us and fill it with our 
usual promptness but un- 
der the circumstances this 
is impossible. 


Many of our customers 
have had to “make do” 
with equipment that 
should be replaced, others 
have had obsolete and 
broken equipment re- 
paired and renewed by 
Metal Craft. 


They also serve... 

















_BUYERS_ 


J. Stevens & Son Co., Ltd., Toronto. 
- Surgical Supplies (Canada) Ltd., Toronto. 


SURGICAL BLADES 


Bard-Parker Co., Inc., Danbury, Conn. 
Surgical Supplies (Canada) Ltd., Toronto. 
W. R. Swann & Co., Ltd., Sheffield, England. 


SURGEONS’ AND INTERNS’ CLOTHING 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


SUTURES 


Bauer & Black, Ltd., Toronto. 

Casgrain & Charbonneau, Ltée., Montreal. 
Davis & Geck, Inc., Brooklyn, N.Y. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Johnson & Johnson, Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wis. 

J. Stevens & Son Co., Ltd., Toronto. 


SWEEPING COMPOUNDS 


Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 

Kennedy Mfg. Co., Montreal. 

MacCallum Mfg. Co., Toronto. 


SYRINGES, HYPODERMIC 
Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


TABLES, AUTOPSY 


American Sterilizer Co., Erie, Pa. 
Scanlan-Morris Co., Madison, Wis. 


TABLES, BEDSIDE, OVERBED 
Arnold Banfield & Co., Toronto. 
T. Eaton Co., Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
Scanlan-Morris Company, Madison, Wis. 
Surgical Supplies (Canada) Ltd., Toronto. 


TABLE TOPS 
Tempered Vitrolite 
Vitrolite Products of Canada, Ltd., Toronto. 


TABLES, COMPOSITION TOP 
Arnold Banfield & Co., Toronto. 


TABLES, DINING ROOM 


Arnold Banfield & Co., Toronto. 
T. Eaton Co., Ltd., Toronto. 


TABLES, OBSTETRICAL 


American Sterilizer Co., Erie, Pa. 
Casgrain & Charbonneau, Ltée., Montreal. 
Down Bros., Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Scanlan-Morris Co., Madison, Wis. 

J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


TABLES, OPERATING 
American Sterilizer Co., Erie, Pa. 
Down Bros., Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Scanlan-Morris Co., Madison, Wis. 
J. Stevens & Sons Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 
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We are now located in 
our fine new premises at 


445 St. Lawrence Blvd. 
Montreal 


Our Facilities for Supplying and Servicing all 
kinds of Hospital Equipment and 
Apparatus is Unsurpassed 


YOUR CONTINUED PATRONAGE IS INVITED 


CASGRAIN & CHARBONNEAU LTD. 


Wholesale Druggists — Manefacturing Chemists 
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‘The Hospital Textile House” 


Sheets 
Pillow Cases 
Bed Spreads, Blankets, 


Towels 


Factory Cottons 
Nurses’ Uniform Cloths 


Tray Cloths 


and all kindred Goods 
for Hospitals 





TEXTILE PRODUCTS 


CO., LIMITED 


710 BLOOR ST. W. - TORONTO 











TELLER TEST 


gives proof of 
STERILIZATION 


To be free from every suspicion of inaccuracy, and 
to have a constant audit of thoroughly effective 
sterilization, are the claims made by the inventor 
of the Teller Test. 

This little device comprises a laboratory reagent 
test and color process to indicate just what happens 
inside an autoclave during sterilization. It shows 
by the word “Septic” legibly and clearly when the 
dressings are not sterile. It changes at 250 de- 
grees F. and shows the word “Sterile, 20 minutes” 
on a red ground when that temperature has been 
maintained continuously for twenty minutes. 

The reagent is contained within a small sealed 
glass tube that cannot contaminate the dressings 
within which it is placed. 

= the steam temperature be insufficient the Teller 
tells. 

If penetration is not complete and thoroughly 
a the drums or bundle of dressings the Teller 

s. 
- If condensation interferes with either the tem- 
perature or the penetration the Teller tells. 


SEND FOR YOUR FREE SAMPLE. 


The Stevens Companies 


Toronto Winnipeg Calgary Vancouver Montreal 
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TABLES, STEAM 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


TALCUM 


Bauer & Black, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 


TEXTILES 
T. Eaton Co., Ltd., Toronto. 


Hygiene Products, Ltd., Montreal. 
Textile Products Co., Ltd., Toronto. 


THERMOMETERS, CLINICAL 
Casgrain & Charbonneau, Ltée., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 
Ingram & Bell, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


THERMOS BOTTLES, SETS 
Thermos Bottle Co., Ltd., Toronto. 


THERMOTIC SUCTION PUMPS 
Gomco Surgical Mfg. Corpn., Buffalo, N.Y. 


TOASTERS, ELECTRIC 


Moffats, Limited, Weston, Ont. 
Northern Electric Co., Ltd., Montreal. 


TOILETS 
Crane Limited, Montreal. 


TOWELS, PAPER 
Dustbane Products, Ltd., Ottawa. 
E. B. Eddy Co., Ltd., Hull, Que. 
Hygiene Products Ltd., Montreal. 
Victoria Paper & Twine Co., Ltd., Toronto. 


TOWELS AND TOWELLING 
T. Eaton Co., Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 


TRACTION -APPARATUS 
Clay-Adams -Co., Inc.,, New York, N.Y. 


TRAYS 


Aluminum Goods Limited, Toronto. 

Arnold Banfield & Co., Toronto. 

British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s, Ltd., Toronto. 

T. Eaton Co., Ltd., Toronto. 

General Steel Wares, Ltd., Toronto. 

Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 

Thermos Bottle Co., Ltd., Toronto. 

Wrought Iron Range Co., Ltd., Toronto. 


TRAY COVERS 
Hygiene Products Ltd., Montreal. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


TRUCKS, FOOD 


Brantford Oven & Rack Co., Ltd., Brantford, Ont. 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
General Steel Wares, Ltd., Toronto. 

Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 

Wrought Iron Range Co., Ltd., Toronto. 


TRUSSES 


Dominion Rubber Co., Ltd., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
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Dependable paper products... 


© TOILET TISSUE 


© PAPER TOWELS 
GARDEN CRE 
© TABLE NAPKINS 


TeAOE Mann REGETEREO 


Made in Canada © MOUTH WIPES 


GARDEN CITY PAPER MILLS CO. LIMITED 


ST. CATHARINES AND MERRITTON, ONTARIO 


Distributors 


VICTORIA PAPER & TWINE CO. LIMITED 
TORONTO @ MONTREAL @ HALIFAX 





Your logical source of supply... 


e ALL GARDEN CITY PRODUCTS 
PARCHMENT & WAXED PAPER 
WRAPPING PAPERS — TWINES 
PAPER BAGS— ALL KINDS 

SPUTUM CUP REFILLS — ETC. 


VICTORIA 


£ 
ne VY wn gon 


VICTORIA PAPER AND TWINE C0. LIMITED 


TORONTO MONTREAL HALIFAX 
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If it’s a natural desire 
to want 


good things— 


Bland's 
Probationer 


and 
Students’ 
Uniforms. 


Don’t hesitate about asking 
for information. 


Made only by 
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TUBING 
Sterling Rubber Co., Ltd., Guelph, Ont. 


TUMBLER COVERS 
G. H. Wood & Co., Ltd., Toronto. 


ULTRAVIOLET EQUIPMENT 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Victor X-Ray Corpn. of Canada, Ltd., Montreal. 


UNIFORMS, NURSES’, ETC. 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


URINE-SUGAR TEST 
Fred J. Whitlow & Co., Ltd., Toronto. 


URNS 
Canadian General Electric Co., Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


UTENSILS, KITCHEN 
Aga Heat (Canada) Ltd., Toronto. 
Aluminum Goods Limited, Toronto. 
Arnold Banfield & Co., Toronto. 
Canadian General Electric Co., Ltd., Toronto. 
Cassidy’s Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Sully Aluminum, Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


UTENSILS, SURGICAL 

General Steel Wares, Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
VALVES 

Crane, Limited, Montreal. 


VAPORIZERS 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 
VARNISHES 

Pilkington Bros. (Canada) Ltd., Toronto. 


VAULTS 
J. & J. Taylor Co., Ltd., Toronto. 


VENETIAN BLINDS 


T. Eaton Co., Ltd., Toronto. 
Geo. H. Hees, Son & Co., Ltd., Toronto. 


VENTILATING CANOPIES, LAUNDRY 


Canadian Hoffman Machinery Co., Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 


VITAMIN PRODUCTS - 
Abbott Laboratories, Ltd., Montreal. 
Anglo Canadian Drug Co., Oshawa, Ont. 
Merck & Co., Ltd., Montreal. 
Miles Laboratories, Inc, Elkhart, Indiana. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 
Frederick Stearns & Co. of Canada, Ltd., Windsor. 
John Wyeth & Brother (Canada), Ltd., Windsor. 


VITROLITE STRUCTURAL GLASS 
Vitrolite Products of Canada, Ltd., Toronto. 


WALL WASHING COMPOUNDS 


Dustbane Products, Ltd., Ottawa. 
Hygiene Products Ltd., Montreal. 
MacCallum Mfg. Co., Toronto. 

Oakite Products of Canada, Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 
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TORCH-BEARERS OF SURGERY...WILLIAM HARVEY 
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—AND THE SURGEON WAS A GIANT! 


a turned-up, the dead pet 
parrot of William Harvey’s 
wife lay on the dissecting table. 
Deftly the famous surgeon per- 
formed a ‘“‘post mortem” on the 
bird. The cause of death was not 
determined— but one fact, at least, 
was proved: The parrot was a 
lady, although, throughout its 
lifetime, it had been believed to 
be a male! 


CRANE 


Head Office: 


CRANE LIMITED: 


A trivial incident in the life of a 
great man? Yes—but it illustrates 
the unquestionable thirst for 
knowledge which led Harvey to 
make his great discovery of the 
circulation of the blood. For it 
was Harvey who upset the tradi- 
tions of centuries... who proved, 
by actual investigation, that sur- 
gical beliefs dating from Galen 
had no foundation in fact. 


Was «a Lady- 














The constant search for im- 
provement... the constant 
desire to be guided by au- 
thoritative findings . . . has 
given Crane a position of 
leadership in the manufac- 
ture of hospital plumbing. For 
Crane believes in going di- 
rectly to surgeons and scien- 
tists for the basic information 
on which Crane design is 
founded. No wonder so many 
hospitals use—and so many 
surgeons approve—Crane 
plumbing equipment! 








VALVES ° 


FITTINGS 
PIPE + PLUMBING 
HEATING - 
1170 Beaver Hall Square, Montreal 


PUMPS 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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Scapa! 


Superintendents, Purchasing Agents — all 
those who regularly buy and use MacCallum 
cleansing necessities and compounds, have 
proved for themselves the economy of buying 
MacCallum Products. They know, as you can, 
that these sell on their own good merits of 
honest quality all through, are made for ex- 
ceptional performance and to guarantee 
absolute satisfaction, first—last and always. 
Look for the MacCallum label — It's your 
assurance of a better buy. 


re MAC lant” 


SANITARY 


ELECTRIC FLOOR-FINISHING MACHINES PRODUCTS SWEEPING COMPOUNDS + INSECTICIDES 
DISINFECTANTS + SOAPS - DEODORANTS FLOOR OILS & WAXES + CLEANSERS, ETC. 


™*MacCALLUM MANUFACTURING CO. 


PRIMROSE AVENUE-TORONTO (4) + LA-3327 








“A place for everything and everything in its place” 
is a medical necessity—towels, sheets and all linens 
should be marked for each ward or department with 
CASH’S WOVEN NAMES. Uniforms and all wearables 
of nurses, orderlies, doctors should be identified indi- 
vidually. Lost laundry, mislaid linen, wrongly used 
towels mean losses in money, in time, in sanitation, in 


good management. 

CASH’S NAMES will stop these wastes, cut replace- 
ment costs. identify instantly. They are the sanitary, 
permanent method of marking. Quickly attached with 
thread or CASH’S NO-SO CEMENT (25c a tube). 


Write and let us figure on your needs—whether 
institutional or personal. 


BOM | cvccsccsroncuasininss $3.00 MO secsovescosiseressins $2.50 
© Gs cicesictsnctcssntentes $2.00 i nae eas Re $1.50 


ARE NURSES NAMELESS? 


Does the patient or the doctor have to say just | 











“Nurse” or can he address her by name? 
Cash’s Names in a larger size, woven on 
a wider tape, are now being attached to 
the sleeves or caps of uniforms in 
many hospitals, not only to identify ¢ 
nurses, but for “Superintendent’’, /| 
“Assistant Supervisor”, etc. One a 

—_ 





dozen $1.00. Larger quanti- 






CASH’S neiZomEestazer,, [it 





















ties at regular name prices. CEL Re) 
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WALL WASHING MACHINES 
MacCallum Mfg. Co., Toronto. 


WARMERS, DISH AND FOOD 


General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


WASTE RECEPTACLES 
Cassidy’s, Limited, Toronto. 
Dustbane Products, Ltd., Ottawa. 
General Steel Wares, Ltd., Toronto. 
Hygiene Products Ltd.; Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


| WATER RECTIFIERS 
W. J. Westaway Co., Ltd., Hamilton, Ont. 


| WAX, FLOOR 

Dustbane Products, Ltd., Ottawa, Ont. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 

S. C. Johnson & Son, Ltd., Brantford, Ont. 
MacCallum Mfg. Co., Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


WINDOW SHADES 


T. Eaton Co., Ltd., Toronto. 
Geo. H. Hees, Son & Co., Ltd., Toronto. 


WOVEN NAMES 
J. & J. Cash Inc., Belleville, Ont. 


X-RAY APPARATUS 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 
Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY CHEMICAL SPECIALTIES 
Abbott Laboratories, Ltd., Montreal. 


Mallinckrodt Chemical Works, Ltd., of Canada, Montreal. 
Merck & Co., Ltd., Montreal. 


X-RAY FILMS 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Industries, Ltd., Montreal. 
Casgrain & Charbonneau, Ltée., Montreal. 
T. Eaton Co., Ltd., Toronto. 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 
Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY FILM CABINETS 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 
J. & J. Taylor, Ltd., Toronto. 
Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY FLUOROSCOPE SCREENS 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 
Patterson Screen Co., Towanda, Pa. 
Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY GLOVES AND APRONS 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 


North British Rubber Co., Ltd., Toronto. 
Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY PHOTOGRAPHIC EQUIPMENT AND SUPPLIES 


Burke Electric & X-Ray Co., Ltd.,. Toronto. 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 
Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY TUBES 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
Victor X-Ray Corporation of Canada, Ltd., Montreal. 
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FERRANTI EUREKA 


SP °3 


With a voltage rating of 120 KVP on full wave, and a heat storage 
capacity of 820,000 heat units, the S-P-3 can accommodate the 
work of the busiest laboratory. If your service is tough on tubes, 
try the S-P-3! 








X-RAY DIVISION - 


FERRANTI ELECTR 
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Abbott Labcratories, Limited 

Aga Heat (Canada) Limited 

American Can Company 

American Sterilizer Company 

Anglo Canadian Drug Company 

Applegate Chemical Company 

Armstrong Cork & Insulation Co., Limited 
Ayers, Limited 


Bard Parker Company, INC. ......c.ccccsccsessssesseeeeeeteeee Pe eee: 65 
Bauer & Black, Limited 

Baxter Laboratories of Canada, Limited 

Berkel Products Company. Limited 

Bland & Company Limited 

British & Colonial Trading Co. Limited 

Burke Electric & X-Ray Company Limited 


Canada Starch Company Limited 

Canadian Feather & Mattress Company of Ottawa 

Canadian Hoffman Machinery Co., Limited 

Canadian Industrial Alcohol Company Limited 

Canadian Laboratory Supplies, Limited 

Canadian Laundry Machinery Company Limited 

Casgrain & Charbonneou, Limited 

Cate 33:38 WE act occas ane ees 96 
Castle, Wilmot Company 

Central Scientific Company of Canada, Limited 

Christie, Brown & Company Limited 

rivals wecrsnnntritee es INC soc cachiscdujsta micron eaintetesschons 68 
SEI RENMIOENY NG, <5 p35c cscs scoctcossscocsatevesécssnsvvssnesonsaves 88 
Coca-Cola Company of Canada, Limited 
Colgate-Palmolive-Peet Company, Limited 

Combustion Engineering Corporation, Limited 

Connor, J. H. & Sons, Limited 

Corbett-Cowley, Limited 

Crane, Limited 


Davis & Geck, Incorporated 
Dustbane Products Limited 


Eaton, T. Company, Limited 
Effervescent Products, Inc. 


Faultless Caster Corporation 

Ferranti Electric, Limited 

Firth, Thomas & John Brown, Limited 
Fisher & Burpe, Limited 


Gage, W. J. & Company, Limited 
General Steel Wares, Limited 
Gibbons Quickset Desserts 


If you wish to obtain particulars regarding sources of supplies of any kind, we shall be glad to secure 
the information for you. Please write The Canadian Hospital, 57 Bloor Street West, Toronto, Ont. 


Hartz, J. F. Company, Limited 

Hobart Manufacturing Company 

Hospital & Kitchen Equipment Company, Limited 

Hospital & Medical Records Co. .o.ccccccccscsssssesssssecseseseseseseseees 74 
Huntington Laboratories of Canada, Limited 

Hygiene Products, Limited 


Ingram & Bell, Limited 
International Nickel Company of Canada, Limited 


Johnson & Johnson, Limited 
Johnson, S. C. & Son, Limited 
Junket Folks, The 


Lysol (Canada) Limited 


Macalaster-Bicknell Company 

MacCallum’ Manufacturing Company 

Mallinckrodt Chemical Works, Limited 

Macmillan Company of Canada, Ltd. o.....cccccececccescseeeeeeees 
Metal Craft Company, Limited 

Metal Fabricators, Limited 

Moffats, Limited 


Oakite Products of Canada, Limited 


Beper, ANVIRE OO PHONE SIGs Sessile ecpannessictexcstesoteoselen ones 65 
Parkhill Bedding, Limited 

Patterson Screen Company 

Pilkington Brothers, (Canada) Limited 


Scanlan-Morris Company 

Sleepmaster, Limited 

Smith & Nephew, Limited 

Squibb, E. R. & Sons of Canada, Limited 

Sterling Rubber Company, Limited 

Stevens Companies 

Stewart-Warner-Alemite Corporation of Canada, Limited. 6] 
Sully Aluminum 

Surgical Supplies (Canada) Limited 


Taylor, J. & J. Limited 
Textile Products Company, Limited 





Vancouver Bedding, Limited 

Viceroy Manufacturing Company, Limited 
Victoria Paper & Twine Company, Limited 
Victor X-Ray Corporation of Canada, Limited 
Visualizer Equipment Company 


Wood, G. H. & Company, Limited 

Wartime Prices & Trade Board 

Whitlow, Fred J. & Co. Limited 

fe ge i pO pene A Yes Sp EO ede ee 9 
Wyeth, John & Brother (Canada) Ltd. ......ccecceeceseseseeseees 8] 
Wrought Iran Range Company, Limited... 52 
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